Fair, Warmer 
Today: High, 56. Low, 30. 
Yestérday: High, 48. Low, 25. 
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‘ ‘For Unto You Is Born This Day 


he City 


Of David a Savior, Which Is Christ the Lord’ 


FOURTH WISE MAN 


Compassionate Cobbler 
Kind to Fellow Beings 


By DR. NORMAN VINCENT PEALE 


Each Christmas, | find myself thinking of an old story, 
one | have delighted in telling for many Christmases. 
It is the story of an old cobbler who was a devout and 
pious man. 


He lived alone and he worked hard. He made the best 
shoes which could be found in his city, laboring with 
ene craftsmanship to give good value for the price 

e received. Each night it was his custom to read a por- 
tion of the Bible before going to bed. 


One evening, he began to read 
# the Gospel of St. Luke. Fascinated 
va, by it, he read on until he came to 
wa the storv of how the rich Pharisee 
vy invited Christ to be a guest in his 
home. The Pharisee,. vou remem- 
her. thoucht nofhing of the comfort 
of his guest and it remained for a 
woman who had sinned to anoint 
Christ’s feet with ointment and 
wash them with her tears. 

The cobbler. thinking about this 
nNassage and how he would treat 
the Lord. if He came to the cobbler’s 
house, fel] asleep and in his dream, 
he heard the T.ord call to him and 
promise that He would visit the 
shon on the following day. 

The next morning. the cobbler 

Norman Vincent Peale 270S€. dressed himself in his best 

clothes and went into the little shon 

to await the coming of his great guest. He cleaned and 
decorated the shop until it was as bright and cheerful as 
it could be made. He was filled with eagerness for the 


great experience he had been promised. As he waited, ‘ 


he lived each moment to come over and over, anticipat- 
ing his experience, In imazination he heard many times 
the thrilling knock at the door and saw himself going to 
welcome the guest. He saw himself kissing the hands 
and bathing the feet of his visitor. He imagined the meal 
he would share with Him. 


Tt was & cold day and a bitter wind swept the 
streets. The time began to pass and still the event for 
which he was so eagerly waiting did not happen. 
Instead, an old man whose shoes were torn and 
broken, leaving his feet painful and swollen, came to 
the shop begging for a few pennies. Transfigured with 
love because of the exnerience he was awaiting, the 
cobbler not only gave the man money but also a pair 
of new shoes. : 


Later, as he waited, he saw through the window of his 
shop a woman peering hungrily into the window of the 
adjoining bakery. Although she shivered in the cold, 
she seemed held by the appetizing morsels displaved 
inside. The cobbler went next door, bought a large bag 
of bread and cakes, took it outside and handed it to the 
woman. With tears in her eyes, she thanked him, 
explaining that she was without food for herself and her 
children and had been wandering the streets not knowing 
to whom to turn. 


Then, as the evening shadows fell, a child came erving 
into the doorwav of the shop. The cohbler took the child 
by the arm, led her inside and found that she had become 
lost in the maze of city streets. He questioned her and 
discovered where she lived and carried her in his arms 
to her mother’s house. He hurried back as quickly as he 


Tio ee 
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eould, fearing that he might miss the great guest if he | 


was away even a moment. 


But there was no one at his shop. And, sitting 
there in the gathering darkness. it sadly occurred to 
him that perhaps he had made a mistake or that 
possibly the Lord had forgotten him. So he cried out 
in angry complaint against the delay and against the 
broken promise. 


Then, in the shadows of that shop, there suddenly 
appeared as if in a dream, first the old beggar, next the 
woman in the window and, finally. the lost child. And, 
as they vanished, soft in the.silence, he heard a voice. 
calling to him. And this is what it said: “I kept my word. 
Three times I came to your shop today. I was the beggar 
whose feet were sore. I was the woman who had nothing 
to eat. I was the child who had lost her way.” 


I cannot tell the story half so well as Edwin Markham 
did in his poem called “How the Great Guest Came” or 
Leo Tolstoi did in his story of Martin the shoemaker. but 
I hope I have been able to bring home to you the simple 
truth embodied in this story of a kindhearted man. It 
is this: where love flows out in service and in kindness, 


there God is. 


That love was the spirit that moved the three wise 
men to follow a star to Bethlehem almost two thou- 


Continued on Page 3, Column 4 | 


~ Come Inside With Us... 


DEAN DREWRY, WOMAN companion under close doctors’ care 
after shooting in Athens. Page 3-A 


CROWDED ATLANTA pushes its many newcomers into already 
crowded suburbs. Page 2-A 

TALMADGE LEADERS reported split over different plans for high- 
way setup. | P 
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Christmas 
Story Unites 
Men of Peace 


By THE ASSOCIATED PRESS 

A world still seeking the path 
of true peace four years after the 
end of its greatest war turned 
again yesterday to the old and 
ever-.ew Christmas Story. 

President Truman, home for the 
holiday in Independence, Mo., 
broadcast his traditional Christ- 
mas Eve greeting to the nation. 

The President threw a switch 
lighting a big tree on the White 
House lawn in Washington. 

For the world’s 400,000,000 Ro- 
man Catholics, Christmas Eve 


marked the formal opening of the 
‘25th Holy Year of the Church. 
| Pope Pius XII inaugurated the 
jubilee year in Rome with three 
strokes of a silver hammer open- 
‘ing the holy doors of St. Peter's 
basilica. 

Europe, despite a shortage of 


It's Christmas Day! 
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And now the wondrous story is retold 


Of Shepherds watching in the night who suddenly behold 
A brilliant star shine in the East and hear the angels sing; 
And of the Wise Men bringing gifts in tribute to The King. 


The jewels, frankincense and-myrrh spilled from the treasure chest 
But fairest of the jewels lay upon the Mother's breast, 

For Mary knew, within her heart, those gifts would turn to dross 
And kissed the baby hands, to be pain-pinioned to the cross; 

She gently soothed the infant-child with loving tenderness 

And laid her hands upon the brow where cruel thorns would press. 


Oh, man, grown much too worldly-wise, look heavenward and mark 
The path that glowing star defines, its brilliance in the dark, 

And, if you listen carefully, sometimes you hear above 

The strident noises of the world, celestiabsongs of love. 


This is the Christmas.mystery, the stable, field and sky, 

The manger and the infant-child whose Name shall never die. 
On this, another Christmas Day, Our Father, may we know 
The love that Mary felt for Him, long centuries ago. 


—OLLIE REEVES, Poet Laureate of Georgia. 


‘snow, was ready to celebrate its’ 
‘finest Yuletide since the last pre-| 
wa. year of 1938. | 

There was more food, more, 
‘toys, more warmth—more of al- 
most everything — in European 
countries. 


Britons went on a shopping, Atlanta 


spree for the Christmas season. mosphere of spirituality today as/festive 
Even Germany, with gaunt ruins it settles back to holiday normalcy 
standing in nearly every city. had confident that “peace on earth, | 


By YOLANDE GWIN 


many years. 


is enveloped in an at-|Claus to stage.a series of the mostjafter dinner the children will be 
and gift-giving events for shown a special movie at the sta- 
|tion’s recreational building. 
Out at the Naval Air Station, youngsters will be brought to the 


The 


reason for rejoicing over well-.good will toward men” has been Capt. E. C. Parker, commanding|station by W. B. Malone, Mayor 
stocked gift stores and food shops. extended through the medium of!officer, will act as host to-50 chil-/of Chamblee, and Carlos Jones, 


In Bethlehem, where the Prince “giving.” 
of Peace was born, only a few Parties for the less fortunate— 
were able to make the Christmas for the most part small children— 
Eve pilgrimage in contrast to the have been uppermost in the minds 


in co-operation with Santa 


\thousands who used to go in hap- and hearts of groups who have! 
pier times. been 


ner at the general mess. 

The event will follow a custom 
set up at the beginning of the 
Naval Air Reserve program and! 


‘dren from the neighboring com- Mayor of Doraville. The tree and 
munities today at a Christmas din- presents 


‘d 


will be given under the 
of the supply and welfare 
t. 


Today patients at Hospital 48 
Continued on Page 3, Column 4 


Artist—John Williamson 


shepherds 
Hurry [nto 
Bethlehem 


By SAINT LUKE 
BETHLEHEM, Judea--And 
it came to pass in those days, 
that there went out a decree 
from Caesar Augustus, that 
all the world should be taxed. 


(And this taxing was first 
made when Cy-re’ni-us was 
Governor of Syria). 


And all went to be taxed, 
every one into his own city. 

And Joseph also went up from 
Galilee, out of the city of Nazareth, 
into Judea, unto the city of David, 
which is called Bethlehem (be- 
cause he was of the house and 
lineage of David). 

To be taxed with Mary, 
espoused wife, veing great 
child. 

And so it was, that, while they 
were there, the days were accom- 
plished that she should be deliv- 
ered. 7 

And she brought forth her first- 
born son, and wrapped him in 
swaddling clothes, and laid him in 
a manger: because there was no 
room for them in the inn. 

And there were in the same 
country shepherds abiding n the 
fiel(, keeping watch over their 
flock by night. 

And, lo, the angel of the Lord 
came upon them, and the glory of 
the Lord shone round about them; 
and they were sore afraid. 

And the angel said unto them, 
Fear not; for behold, I bring you 
good tidings of great joy, which 
shall be to all people. 

For unto you is born this day in 
the city of David a Savior, which 
is Christ the Lord. ; 

And this shall be a sign unto 
you; Ye shall find the babe 
wrapped in swaddling clothes, 
lying 1n a manger. 

And suddenly there was with the 
angel a multitude of the heavenly 
host praising God, and saying, 

Glory to God in the Highest, 
and on earth peace, good will to- 
Ward men. 

And it came to pass, as thé an- 
gels were gone away from them 
into heaven, the shepherds said 
one to another, Let us now go 
even unto Bethlehem, and sée this 
thing which is come to pass, which 
the Lord hath made known unto 


us. 

And they came with haste, and 
found Mary and Joseph,” and the 
babe lying in @& manger. 

And when they had seen it, they 
made known abroad the saying 
which was told them concerning 
this child. 

And al! they that heard it won- 
dered at those things which were 
told them by the shepherds. 

But Mary kept all these things, 
and pondered them in her neart. 

And the shepherds returned, 
glorifying and praising God for all 
the things that they had heard and 
seen, as it was told unto them. 
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OPPORTUNITY FUND 


From Those You 
Helped--- Thanks 


By BILL BORING 
A Very Merry Christmas from the 23 families who are 


| enjoying the same today, thanks to the generosity of the 


Atlantans who uspported ‘The Constitution Opportunity 


| Fund. 


At a time when mone? isn’t 


| as loose as it has been when 


the economy is more stable, you 
readers of The Constitution 


came through in fine style with 


donations for the City’s needy. 
For your help, The Constitu- 
tion and the Family Service So 
ciety, which co-operates with the 
Opportunity Fund Drive, wish 
to thank you and to join in the 
greetings of the day. 
Contributions are continuing 


te eome in, so a final tabula- 
| tien is not yet available. Enough 


| money has been received, how- 
ever, to meet the needs of our 


Spirituality Sweeps City in Gifts’ Wake 


twenty-three families. 


Not only will these families 
be benefited today, they will be 
helped throughout the year, and 
in years tao come by your gen- 
erosity. The Opportunity Fund 
is not interested in stop-gap re 
lief, but in rehabilitating people. 

If a ton of coal will do the 
job, then well and good. But 
more often a new will to live 
is necessary; a new point of 
view, a new purpose. 


The Constitution and the Fam- 
ily Service Sedety of Fulten 
and DeKalb Counties have been 
partners for a long time in the 


' 
; 


| List of contributors on Page 8-A 


business of making people hap- 
py and homes stronger. 

Originally, the two organiza- 
tions undertook the care. of the 
City's ten neediest people at 
Christmas time. As the years 
passed and as Atlanta gréw, the 
number has risen to the pres- 
ent twenty-three. The families 
are selected by experienced case 
workers of the Family Service 
Society, people who know the 
capacity of the families and 
their ability to use help. 

Not only will your Opportu- 
nity Fund contributions aid the 
twenty-three families, but they 
will help in the rehabilitation 
of some 600 families which visit 
the Family Service Society each 
month. 

Again we say thankyou and 
a happy Christmas Day. 


O’DWYER, GABLE, 
NOW GUESS WHO 


Today’s Society car- 
ries news of a surprise wed- 
ding involving two of the na- 
ti n’s best known personages. 
For full details, turn to page 
2-C. 
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Crowded Atlanta Pushes 
Newcomers Into Suburbs 


By ALBERT RILEY 

i'the central city, which has gained 

This is another in a series of only nine percent since 1940, show 
scan sarake oe ae that the Northern unincorporated 
the local Government Commis- | (Buckhead ) area has gained 42 
sion which will have its recom- | percent, the Western unincorporat- 
mendations for the imtegrations (ed 35 percent, Southwestern unin- 
of + ay mg” Atlanta government | .orporated 39 percent, and the Tri- 
ready in January. Cities showing the biggest gain— 
55 percent. 


Six out of every 10 newcomers, 
who have moved to Atlanta in the 
past 10 years have made their 
bomes outside the city limits. | 

These estimated 40,000 new resi- 
dents since 1940 help make up a 
great urban neighborhood of 134,- 
000 people living in the 144 square 
prey hm Fulton County adja- 
cent anta. ’ 

hich had a ulation of 422,228 ' , 

If pulled together into a single Ms mer 1940 ii The biggest growth outside the 
city, this huge neighborhood would C ‘esion’ timat e|city has taken place nearest the 
be the second largest city in Geor- ee as o's city limits, the survey shows 
gia—bigger even than Savannah. not based on the census-defined a am atte ' 

Theoretically, these 134,000 resi- Atlanta Metropolitan District, . igures show that the surround- 
dents of the unincorporated areas 45.1. includes parts of DeKalb ing areas are not as densely popu- 

‘fated as Atlanta, which is much 


and the Zervtiies of College Park: county, and they are more con- 
East Point and Hapeville are not ys more densely populated than most 
U. S. cities of the same size. These 


‘Atlantans. They have no voice in servative than the Atlanta Cham- 
comparisons further show the) 


Constitution Staff Photo—Pat Livingston 
HE’S AN EAGLE—Lyman 
Johnson, of 231 Colonial 
Homes Dr., N. W., recently 
became an Eagle Scout. He 
is a member of Troop 86. 


> being ses een ber of Commerce estimates. 

most em make their Lemees 

living in one way or another from’ (Chamber of Commerce figures) trend of newcomers and even 
give Atlanta a current population many long-time Atlantans toward 


Atlanta and are just as much a 
part of Atlanta as if they lived a'of 359,000 and the Metropolitan! getting away from the crowded 


! 


| 


short distance from Five Points. District 590,000. The C. of C. esti-| Central city. Compared to corpo- 
Why do they live outside the mates place the total Fulton Coun-| "#*e Atlanta’s 9.510 population per . 
city? One reason is that there is Dp square mile, the Buckhead area 
little room left within Atlanta’s ‘Y ee including Atlanta,/ has only 662, Western old Fulton eserVv e Tl ‘ 
corporate limits which have re 3 10,000. 977 and Southwestern old Fulton 
mained virtually unchanged for . [he researchers of the Local| 296. The population is dense, how- 
20 years. Government Commission, however,|ever, in the Tri-Cities, with 3254| Cuts 

The research staff of the Local "ave not been content to accept; per square mile, and in the Lake-| ay 
Government Commission estimates Chamber of Commerce estimates’ wood area—1,095 per square mile. 
conservatively that the population DUt have made a study of a U.S. The Local Government Commis- 
within the 34.7 square miles of Department of Commerce sample sion logically believes that these | orecast 
corporate Atlanta is 330,000, giving rape es oA 8S ago ‘> v0 poe ny of population growth and 
the city a density of population of es, 5a anage- trends are important, because the! ton 
9,150 per square mile. “ ment Magazine estimates, public| spilling over of population into the} ee, Pe Gemraie 

With 40,000 of the estimated 68,- S¢200l enrollment and building unincorporated areas around At- wil) be reduced or discontinued on 
000 newcomers to Atlanta and Ful- Permits. sea lanta has put Fulton County into| Jan, 1, according to an announice-| 
ton County settling outside the . [h¢ Commission’s staff believes'the “city government business,”|ment from the Georgia Military 
city in the past decade, leaving it has reached “the best estimates” | giving thefarea two city ext tll District Headquarters. 
only a 28,000 increase within the 25.8 Tesult of these studies. ments—one for the county and one} prill periods for about 1,700 
city, the rest of the County has in- Population trends away from for Atlanta, itself 


men will be cut out, it was esti- 


creased 34 percent in population’ 
while Atlanta has gained only nine 
percent. Over the 30-year period 
since 1920, Fulton outside Atlanta 
has gained 170 percent, the 


Atlanta's Population 


mated, and 2,000 more will have 
paid periods cut from two to one 
a month. 

Class A groups and units at- 
tached to the 18-25 division pro- 
gram will not be affected by the 


ENJOY THE CONSTITUTION ALL WEEK WITH SUCH 


hemmed-in city only 65 percent. 


| . 7 
The Local Government Commis-, 
name teat doveriment comms: Shows Healthy Gains CONSISTENTLY FINE SPECIAL FEATURES AS— 
population of Fulton County out-| ‘ge: : : 
‘1. | The reason for the cut, officials 
oe non tencdles at These tables show the population growth and trends in Atlanta|said, was that appropriations for ‘ 
180.500 which. added to their 330. and Fulton County from 1920 up to the present. The 1949 popula- the current fiscal year are insuffi- 
SUTTi. te Alloxte totals tion estimates are conservative and are the result of careful surveys cient to cover training pay for of-| 
490.500 for the City and ‘county’ by the research staff of the Local Government Commission. ficers and enlisted men who have 
| POPULATION IN ATLANTA-FULTON COUNTY AREA, 1920-49 |0°¢ attracted to the prograth On 
| Pet. Gain Pct. Gain ‘the past several months. The —_ 
| F . a 
| +. FS ORR 1920-49 1940-49| 1'500 in December, 1948, t0. 7,000 


curtailment, Col. G. O. A. Daugh- 
try, Acting Commanding Officer 
of the Georgia District, said. 


1949 The food section for 


4 


% 


, 
; 
- 
4 


SEASON'S }Eee 


GREETINGS ¥ 
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South’s Oldest, 
Largest 


Exterminators 


Total Old Fulton Co. 
|Rural Areas: 


Rest of Area 60,330 


200,616 270,366 302,288 330,000 
91,464 119,940 


64% 


160,500 170% 34% | 


Total 


260,946. 361,830 422,228 490,500 


88% 16% 


POPULATION IN ATLANTA-FULTON COUNTY AREA OUTSIDE! 


THE CITY OF ATLANTA, 1920-49 


1920 
Adjacent areas 
(old Fulton): 
North 
West 
Southwest 
South 


5,882 
8,911 
3,037 
12,096 


Pct. Gain | 
1940-49 | 


42% | 


1930 1940 1949 


16,198 
16,843 

3,805 
15,807 


25,102 
22,522 

5,825 
18,849 


35,600 
30,400 35 % 

8,700 49% 
19,600 4% 


29,926 . 


Tri-Cities 10,494 


20,340 


52,653 72,298 


25,675 


94,300 
39,700 


30% 
55% 


40,420 


Northern (old Milton) 8,201 
South. (old Campbell) 11,709 


97,973 134,000 37% 
18% 


23% 


9,774 
12,193 


11,500 
15,000 


Total Outside Atlanta 60,330 
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Atlanta’s ON 


CHINESE-AMERIGAN RESTAURANT 


| NG #O 


WILL BE 
OPEN 
Today and 


SUNDAY and 
MONDAY 


i From I2 Noon 
te Il P. M. 


In addition to our regular Chinese and 
American Dinners we will serve a 


DE LUXE TURKEY DINNER 


Complete with all the trimmings 
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DING #O 


2644 CAIN ST., N. E. ( Ball Block Fast of ) wa 6796 
. 


LY Genuine 


| TRANSLATION: 


Everyone 
a Merry 
Christmas” 


464 119,940 160,500 34% 


9% |in November. 


Members of training battalions 
will have their training time cut 
out completely and troop list units 
will have their drill periods cu® 


|from two to one per month. 


‘ 

Col. Daughtry said that his staff 

officers are analyzing the Georgia) 

Reserve program in the hope of re-| 

assigning many members of the 
training battalions. 


j 
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Keeping Up | 
With Atlanta | 


Heads Vets Club 


Atlanta Atty. John C. Griffin) 
has been elected President of the! 
Atlanta Veterans Club, Inc. Other’ 
new officers are: John A. Koval- 


N amed To Post 


son Rd., N. E., has been appointed 
Chairman of the Program Commit- 
tee for the fifth annual meeting 
of the Southern Section of the Na- 
tional Jewish Welfare Board to be 
held here Jan. 14-15. 

Medintz is President of the At- 

lanta Jewsh Federation, Chairman 
of the Board of Directors of the 
Southern Section-J WB, and former 
co-chairman of the Atlanta Jewish 
‘Community Center. 
__ Delegates from 10 Southern 
‘States will attend the convention. 
‘More than 30,00 young people and 
iadults are affiliated with the 
Southern Section-J WB. 


* . 

Council Election 
Set in McDonough 
Constitution State News Service 
|. McDONOUGH—Four candidates 
for seats on the McDonough City 
Council qualified for the special 
election to be held Dec. 28. 

Candidates for the unexpired 
terms of the late Lloyd Hand and 


of H. B. Carmichael who resigned, 
are John Fargason and H. H. Tur- 


are Phil Callaway and Lloyd Dick- 
erson. 

Members of the City Cauncil in- 
clude Ted Turner, Clarence D. 
Hubbard, E. L. Turner. C. W. 


On Jewish Board 


Barney Medintz, of 1723 John-\tend a meeting of the Eastern, Di-' 


i 
; 


‘ski, First Vice President; Andrew’ 


; 


S. Naples, Secretary, and Maj. Roy) 
E. Bevel, Treasurer. | 


ToAttend Meeting —— 


Four Georgia educators will at-' 


vision of the American Philosophi- 
cal Association at Clark University 
in Worcester, Mass.; Dec. 27-29. 
They are: Prof. ‘Ethel Tilley, of | 
Brenau College, Gainesville; Prof. 
John T. Cocutz, of Atlanta, and 
Profs, Richard Hocking and Leroy | 
E. Loemker, of Emory University, ' 
Atlanta. | 


Students Honored | 


Three Atlanta students at Geor-| 
gia Tech have been elected to) 
‘membership in Omicron Delta’ 
‘Kappa, national leadership honor 
society. They are: Donald C. 
Lacy, of 1809 Greystone Rd.,’ 
N. W.: Ewell Pope, of 1363 Lucile 
Ave., S. W., and John Tolan, of 
251 Tenth St., N. W. 


Mrs. Ashby To Speak 


| Mrs. Rose Mae Ashby will speak 
on “A Visit to the Shepherds 
‘Fields and Christmas Symbols” at 
13-30 p. m. today in the Ansley Ho-| 
tel Ansley Room. The public is 
invited. 


ner. Candidates for the full term| Health Centers 


| Dr. James F. Hackney, Atlanta 
‘Director of Public Health, yester- 
day announced a Health Center 
will be held Tuesday at 1 p. m. aft 
B’nai B’rith, 318 Capitol Ave. 


menand women, *% 


edited and written each Friday by 
Agnes Reasor Olmstead, nationally 
known food expert, who writes a daily 
column, also. 


Where to go for fun 

-.. dining, dancing, 

theatre. The daily amysement sec- 
tion tells what's doing. 


The advertisements 

for every member 
of the family, which every day bring 
news of where to buy the best in town 
at the best prices. 


Daily patterns for 
attractive, inexpen- 
sive home sewing and special sewing 


tips every Wednesday and Saturday. - 


: Complete, accurate, 


up-to-the - minute 


SJ 


sports coverage, a daily feature of 


. aS Saturday filled with 
news and information for the farmer 
--- and Channing Cope’s column every 


) Daily fashion hints 

‘ and articles of spe- 
cial interest to women—Fashion Tell- 
ing by Spadea every Saturday—and 
tidbits about the doings of people, 
weddings, births, engagements in the 
daily family section. 


News — of Georgia, 

the U. S. and the. 
World—skillfully reported: by our 
own staff, and the Associated Press, 
United Press, International News 
Service, and NANA. 


The Busy Georgia 

: Section, every day 
except Saturday and Monday, brings 
news of business, old and new, and 
business trends throughout Georgia. 


The Editorial Pages 

A .- with Ralph Me- 

Gill, Jack Tarver, Harold Martin and 

a host of others each day, add flavor 
to the news. 


"pS EGIL IS SIE IE OE IU INE GE PINE PINS OS US INE BONS INS SRS HR I es oo Bex ves! | Walker is Mayor. 
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Lodge Elects Officers 


Kansas Lodge No. 683, F&AM, 
lof Waco, has elected new officers | 
as follows: B. V. Johnson, Wor-| 
shipful Master; W. J. Crawford, 
Senior Warden: D. W. Cole, Ju-! 
nior Warden; W. A. Moon, Secre-| 
tary; G. R. McGuire, Treasurer; 
R. E. Teague, Senior Deacon; Ern- | 
lest Smith, Junior Deacon; Murphy 
|Robinson, Senior Steward; V. O. 
|Robinson, Junior Steward; H. L. 
'Robinson,. Tyler, and the Rev. 
.S. W. Huggins, Chaplain. 


Alcoholism 
and Drug Habit 


is definitely a disease. But do not 
be discouraged. 

For 37 years we have been treat- 
ing as well as experimenting with 
various remedies in the treatment) 
of these diseases for Men and 
Women. 

In our research work we have 
perfected a treatment which has 
proven positive in most -cases at 
reasonable cost. 

Recently we have completed a 
new $100,000 modern building to 
accommodate our increasing pa- 
tronage both male and female. We 
also treat neurasthenia (nervous 
ness). Literature on request in 
plain envelope. ‘ | 

DeLoach Sanitarium, P. O. Box) 

2451 Forest Drive, Columbia, 
Phone 2-1150. (Adv.) 


your Constitution. 


Two pages of the 
nation’s best comics 
each day—Dick Tracy, Steve Canyon, 
Terry and the Pirates, and many 
others —AND TWO BIG COLOR 
COMIC SECTIONS EACH SUNDAY. 


Interesting stories 
, about our churches 
and information about each church 


program for the next Sunday... 
printed every Saturday. 


Ghat Spies ike Your Daily leading 


WITH 


THE ATLANTA CONSTITUTION 


Your Newspaper of Personalities 
See Your Local Dealer or Call WAlnut 6565 


Spirituality Sweeps City in Gifts’ Wake 


Continued From Page 1 Mission gathered at the Church of'and probably the most excited 
Epiphany along with those 
the Fulton County Welfare had been hospitalized for the past) 
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DEAN JOHN DREWRY AND HIS EX-WIFE 
Pictures Made During Couple’s Happier Days 


Reconciliation Planned, 
 Drewry's Ex-Wife Says 


ATHENS — (#) — The divorced 
wife of a University professor ate 
dinner with him Friday night, then 
trailed him to the home of a pretty 
brunette secretary and shot and 
wounded them hoth. 

The professor, Dean John E. 
Drewry, of the University of Geor- 
gia Journalism School, was hit 
with three shots from a .32-caliber 
pistol. The Dean's former secre- 
tary, Miss Miriam Thurmond, was 
wounded twice. 

Mrs. Kathleen Drewry said she 
and her ex-husband had agreed 
to remarry. 

The Dean is 47: his divorced 
wife, 45, and Miss Thurmond, 28. 

Dean Drewry and Miss Thur- 
mond were in satisfactory condi- 
tion in Athens General Hospital 
yesterday. Mrs. Drewry was under 
guard in St. Mary’s Hospital on 
open charges. 


Announcement 
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RICHARD — DOWNS 
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Can be controlled if properly protected. 


Yesterday would have been the 
Drewry’s twenty-fourth wedding 
anniversary. They were divorced 
in July this year. 


Police Chief Clarence. Roberts 
said the Dean told officers: 


“My divorced wife walked into 
the room where I was sitting talk- 
ing to Miss Thurmond and abrupt- 
ly began shooting at us. She called 
us horrible names.” 

Mrs. Drewry gave Athens Ban- 
ner-Herald Reporter Ed Thilenius 
this version of Friday night’s 
events: 

She, the Dean and the 17-yvear- 
old son, Milton, had dinner to- 
gether in a drive-in restaurant. 
She and Drewry agreed on a re- 
conciliation. 

“We were going to be married 
again soon,” Mrs. Drewry related. 

The Dean drove his ex-wife 


.;|home, wisher her a good night’s 


sleep and left for his apartment. 

“Before going to bed, I called 
‘John to tell him how happy I was 
and I was sure of a good Nnight’s 
‘sleép,” Mrs. Drewry said. “But 
ithe phone did not answer. I knew 
where he was. 
| “T quickly put on slacks and a 
‘sweater over my pajamas and bor- 
rowed a neighbor’s car, and went 
ito the Thurmond home. When I 
‘walked into the living room I saw 
them.” 

She told Thilenius she opened 
fire on her husband, then shot at 
‘Miss Thurmond. 

Miss Thurmond, who was Drew- 
ry’s secretary for several years un- 
til 1946, lived with her widowed 
mother, Mrs. Dewey Thurmond. 
The secretary's mother was in the 
‘house and ran into the living room 
Just as Mrs. Drewry left after the 
‘shooting. 
| Dr. Harry Talmadge said one 


bullet lodged near Drewry’s lung 


[RUPTURE 


See us before it is too lete. 


THE DOBBS TRUSS IS DIFFERENT 


Ne Bulbs—No Belts—No Straps—Holds rupture in and up like the hand 
Abdominal and Sacroiliac Supports, Elastic Hosiery 


DOBBS TRUSS APPLIANCE COMPANY 


205 Whitehall St., S. W., ATLANTA 3, GA. 
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and will be left there temporarily; 
another passed through fleshy tis- 
sue and a third was stopped by his 
wallet. 


The physician said one slug was 
removed from Miss Thurmond’s 
stomach and another from her 
forearm. 


Dr. Talmadge said both were ex- 
pected to recover. 


Reporter Thilenius was at the 
hospital moments after the Dean 
was brought in. 

“Hello, Ed,” Drewry greeted 
him. “I see the press is here.” 

Police Chief Roberts said Mrs. 
Drewry drove home after the 
shooting and called several friends. 
One of the friends notified police. 


Roberts said Mrs. Drewry threat- 
ened “to take something to end 
her own life” when officers ar- 
rived at her home. Only the offi- 
cers’ arrival stopped her, he quot- 
ed the woman. 

Dr. Jonathan C. Rogers, Univer- 
sity President, said the shooting 
was unfortunate, but would not 
affect Dean Drewry’s position with 
the school. 


Dean Drewry, author and co- 
author of several books on journal- 
ism, is the University Administra- 
tor of the George Peabody Awards, 
radio's equivalent for Pulitzer 
prizes. 

He graduated from the Univer- 
sity in 1920 and worked for the 
Associated Press in Atlanta briefly 
in 1926 as a State mail editor: A 
Phi Beta Kappa, he served as 
President of the American Asso- 
ciation of Teachers of Journalism 
in 1930. 


He became head of the Univer- 
sity’s Journalism Department in 
1934. He is the organizer and Uni- 
versity director of both the Geor- 
Press Association 
and the Georgia Collegiate Associ- 
ation. 


Mrs. Drewry, who holds a mas- 
ter’s degree in chemistry, is one of 
Georgia’s foremost parliamenta- 
rians and is active in Athens civic 
affairs. She was the former Miss 
Kathleen Jeannette Merry, of 
Athens. 


Miss Thurmond graduated from 
the University several years ago 
after taking a commercial secre- 
tarial course. Recently she had 
been employed in the office of 
Dean Paul Chapman of the School 
of Agriculture. 


Search Pushed 
For Bodies of 6 
In Plane Crash 


SAVANNAH—(UP)—T he bod- 
ies of six airmen remained in a 
dense Savannah River swamp yes- 
terday with the wreckage of the 
B-50 Air Force bomber that car- 
ried 11 to death. 


Only five bodies were recovered 
in a full day of searching in the 
muck, water and undergrowth. 
Among the dead was Lt. Rogers 
Hornsby, Jr., son of the famed 
baseball player and manager. — 


A “swamp buggy” flown ‘ere 
from Eglin Field, Fla.. was to be 
sent into the morass yesterday in 
an effort to speed the recovery op- 
eration. Search parties waded, 
sometimes neck deep, through the 
swamp. 


It appeared unlikely that the 
cause of Thursday night’s crash 
would ever be known. The plane 
was in fragments, most of them 
buried under the surface. It 
crashed only five minutes after 
taking off from the near-by Chat- 
ham Air Force base. 


Men from the base began laying 
a catwalk across the swamp from 
the nearest deep water, two. 
miles away, to help in bringing 
out the bodies. 


will have a real Christmas away 
from home when their families 
will gather here for a holiday din- 
ner at the Qospital. 


> 


from 


Yesterday, 17 families were as- 


sured a Merry Christmas when At the Christmas en at 
The event has been made pos- members of the International the home of Mrs. Era Sanders at uation per 
condi 


guest was Harry Lee Bagley, who 


10 days. The grade mothers served 
refreshments. 


sible through the co-operation of Brotherhood of Electrical Work- 611 Park Drive, for the DeKalb 


organizations represented on the ers, Local 613, distributed food,’Home Demonstration Presiden 
Voluntary Service Hospital Ad- toys and cash throughout the city. gifts were exchanged. Mrs. 


Sam 


visory Committee. Seven States, An achievement award was pre- Potts, of Lithonia, President of the 
will be represented by families sented to Dr. T. F. Abercrombie Klondike Club, tucked away $10 
which will come to the hospital by members of the Men’s Garden as her prize for the year’s most 
for Christmas dinner with 250 pa- Club when it met for its annual outstanding project. 


tients. The patients invited their Christmas party. Election of offi- 


families following a request on 
what they wanted most for Christ- 
mas. Each patient will be present- 
ed with a pen and pencil set. 


The Christmas party which prob- 
ably set the high mark in excite- 
ment as well as solemnity was 
that given at the John Deere Plow 
Company at Chamblee where the 
office force and their families 
gathered. 

The tune of “Here Comes the 
Bride” replaced “Jingle Bells” as 
guests gathered in the display de- 
partment which was decorated 
with Christmas trees as well as 
products of the,company. Before 
a tree and in the presence of his 
co-workers, Miles Hjnton Barge, 
of 811 Matthewson PIl., College 
Park, a member of the shipping 
department, was married to Miss 
Lucille Darwin, of 572 Capito) 
Ave., S. E., a former resident of 
Pisgah, Ala. A co»worker at the 
company, Bill O’Conner, of the 
Parts Department, officiated and 
Charles Haase, Vice President and 
‘General Manager of the company, 
gave the bride away. H. F. Mose- 
ley was best man and Mrs. Ger- 
aldine Greene was the brides- 
maid. 


After the ceremony, the guests 
—and the bride and bridegroom— 
‘started the affair off with enthu- 
'Siasm, to say the least, by swing- 
ing their partners in a square 
dance. 

In parties given during Christ- 
mas week there has been no dis- 
tinction regarding age, sex or 
race. Among events was the one 
given by the H. W. Lay Company 
at the plant when Negro and 
white children, chosen by the Fel- 
ton Williams Mission received 
gifts from Santa. The party was 
in lieu of the usual exchange of 
gifts among the staff, with the 
company matching each dollar 
contributed by the staff. 

Children at the Scottish Rite 
Hospital came in for their share 
of parties. Included in events for 
them were the donations of dolls 
'by members of the Boys’ Club of 
East Point, and by members of 
the Decatur Junior Service 

eague. 

Sixty-five girls from the Bell- 
wood Community were guests of 
the Pilot Club at its annual party 
with gifts being topped by a radio 
record player for use in the Girls’ 
Club Room. Another women’s 
group, the Soroptomist Club, 


played Santa to children ati the. 


Felton Williams Mission. Girls 
from the Formwalt Street Girls’ 


- The Fourth 


By DR. NORMAN 


cers was also held, with Dr. Rob- 


Capturing the spirit of the sec 


tion as well as the season, mem- 


’ 
: 
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t sit- 


during 1949 as 
tions became more 


The 


Carl Sutherland said 
reviewing activities of his division. 


Approximately 6,855 persons 


sought City jobs, but only 1,008 
were employed, approximately 200 
less than in 1948. 


There was evidence of fewer 


the Secretaryship for the sixth ¢'; Uncle Remus Memorial Asso- J0>8 amd more applicants all the 


year. 


ciation have created a replica of Way down the list, and those who 


Georgia State employees turned Uncle Remus’ cabin at the Wren’s 2ad jobs seemed inclined to hold 


hosts at the State Capito] when 


Nest as its contribution to the 


they entertained 500 children. In city’s outdoor Yule decoration. 
addition to a bag of fruits, nuts Members of the committee have 


and other goodies, each child was 


been working on the exhibit 


presented a crisp one dollar bill. since September in order to pre- 
Mrs. Clyde Wilkins, Jr., presented'sent to passers-by an authentic re 


toy dolls and animals to children: 


pruduction of the cabin, a life-size 


‘at. Aidmore at one of the many’! Uncle Remus and several of the 


Christmas parties for these tots, 
while families and children of) 


members of American Legion Post 
117 
their annual party 

Six clubs joined forces to stage 
a “One World Christmas” party 
at the Central Congregational 
Church when 56 foreign students 
representing 30 countries attend- 
ed. Miss Rosalind Reiman, well 
known square dance devotee, lent 
her knowledge of various folk 
dances to pep up the entertain- 
ment. 

Residents at the Alms House at 
North Fulton Park received an 
advance visit from Santa in the 
‘membership of the Buckhead 
Lions Club who visited the home 
with gifts and goodies for all. 

ood warm sweaters topped the 
list of gifts presented the Atlanta 
Boys Club who were the holiday 
guests of members of the Kiwanis 
Club. Members of the Auxiliary 
of Battle Hill Haven, of which 


Mrs. W.-C. Dameron is the Presi- 


dent, chose Friday as the date of 
their party to honor residents of 
this home. 

Children also gathered at 107 
Luckie Street when members of 
the Fraternal Order of Eagles, of 
the Atlanta Area, No. 714 played 
Santa Claus. The East Point 
Chapter of the Gold Star Mothers 
were entertained by their Presi- 
dent, Mrs. Nell Waters at her 
home, and they also paid tribute 
to the memory of the cause for 
which they organized. 

A combination children’s party 
and adult carol singing was held 
‘at the Avondale Estes Community 
Clubhouse with Santa arriving by 
Jeep. Gifts were presented to all 
the children. 

Over at Grady Hospital, among 
the parties given in the children’s 
ward was the one by members of 
the Girl Scout Brownie Troop, No. 
177, and the Atlanta Chapter of 
the National Council of Jewish 
Women. 


School held their Christmas party 


Wise Man 


VINCENT PEALE P 
Continued From Page 1 


sand years ago. I often think that perhaps there was 
a fourth wise man who did not go to Bethlehem be- 
cause he already knew what the other three did not 


discover until later. 


And that 


is that Christ is 


wherever there is love and no matter how far a man 
travels, he can only find Him within himself. 


This Christmas, you can e 


mulate that fourth wise man 


by following the star that lives and burns within you and 


within every human heart. 


We are celebrating the birth 


of One who said, “Love ye one another.” There are many 
people about us who are unhappy and miserable because 


they are tied up within th 
only about themselves. 
psychologists and ministers 


emselves and are concerned 


They go to psychiatrists and | 
and doctors and ask why it | 


is that thev’re fearful, sensitive, insecure and distressed 


For most of them the cure is simple. 


All they need do is 


follow that star—“Love ye one another”—and lift them- 


selves from under the burden of self. Love has curative 


power beyond belief. The 


lack can be found in letting their lives flow outward in 


love and in service to others 
That is. when all is 


which Christmas brings to each of us, the message 
of love and brotherhood. All our faith is based upon 
it. Read the words of Scripture, the first letter of St. 
Paul the Apostle to the Corinthians: “Though I have 


happiness and security they 


said, the eternal message 


in Hapeville entertained at 


in for 


Mrs. C. W. Lundy’s first-graders 
at the Jerome Jones Elementary 


all faith, so that I could remove mountains, and have 


not love, I am nothing. A 


goods to feed the poor and though I give my 


nd though I bestow all my 
body to 


be burned. and have not love, it profiteth me nothing 


..-. And now abideth fai 


th, hope, love, these three; 


but the greatest of these is love.” 


Follow the star of love within you and, like the cobbler, 


your dreams can be made to 
Merry Christmas! 


Ald. Evans Spikes 
Resigning Report 


Ald. Lee Evans, of the Fourth 
Ward, yesterday emphatically de 
nied he plans to construct a new 
home in Sherwood Forest sub- 
division in the Fifth Ward imme- 
diately or that he will resign from 
City Council soon. 

“There is no truth in the re- 
ports,” Evans said. Evans on Jan. 
3 is scheduled to begin a new four- 
vear term to which he has just 
been elected. 

Evans said he has bought a lot 
in Sherwood Forest, but that he 
has no plans for construction of 
a new home there. If Evans moved 
from his ward, he would be forced 
to resign. | 


And God bless us, every one. 
(Copyright 1949, Post-Hall Syndicate, 


come true. 


Inc.) 


Church Project : 


ALBANY—Formal organization 
of the Lutheran Church of Our 
Savior will take place here Jan. 8, 
the Rev. Donald R. Poole, Pastor, 
announced. The congregation is 
now holding services in the) 
Seventh-Day Adventist Church. | 


DAY and EVENING 
Marsh 


BUSINESS COLLEGE 


SECRETARIAL @ ACCOUNTING 
SUSINESS AO MINISTRATION, AOVER- 
ES, PUBLIC SPEAKING, 

OFFICE MACHINES. 

courses. Ce- 

Services. Enroll 


Accepted 
765 PEACHTRES STREET, W&. £. 
Se VErnen 9613 


as 


SMALL JOBS—-LARGE JOBS 


Complete home repair service. We fix the steps, fix 


the floors, sills, rotten timbers, change partitions, re- 
model, paint, install new roofs, repair old ones, install 


siding, underpinning, gutters, sheet metal work. We 


have the know-how to handle the entire job and can 


finance same for you so you can pay easily by the 


month. We have been in 


the business for 28 years. 


Paul White, Repair Contractor 


57. Alabame St., S$. W. 


Telephone MAin 4567 


Home phone ATwood 0635 


characters in the famed book. 


All Community Chest agencies 
had Christmas parties which were 
inaugurated on Dec. 16 when 
Camp Fire Girls’ Leaders were 
hosts. Teen-agers from the Beth- 
lehem Community Center pre- 
sented a pageant at Gammon 
Seminary Auditorium at the But- 
ler Street YMCA, a party for the 
Blind, gathering 300 persons, was 
held with baskets being distribut- 
ed in connection with fund—The 
Atlanta World. Children at the 
Hisside Cottages had “all the 
trin.mings” when the Kiwanis 
Club played hosts at its annual 
party. 

The Atlanta Child Home came 
its share of Santa Claus 
when members of the West End 
Lions Club held its party at the 
hume. Members of the Goodwill 
Auxiliary. gave presents to the 
workers at the Goodwill Industries 
while parties were given in all 
sections of the city by YWCA and 
YMCA groups. 

The 11 units of the Churches 
Homes for Girls gave parties early 
in order that girls planning to 
leave for holidays at home would 
come in for some of the Yule fes- 
tivity. 

The Jolly Home in Conyers was 
the target for the Christmas check 
sent by members of the Atlanta 
Credit Women’s Club who donated 
the price of a dinner to this spe- 
cial fund. A gay party was held 
near Adamsville at the weorgia 
Training School for Girls when 
the /ltrusa Club played hostess. 

Installation of officers of the 
Kiwanis Club in West End was 
held in connection with the Christ- 
mas party members of the club 
staged at Wingo’s Cafe. 


onto them. 


Transfers from one City job to 
another dropped from 81 in 1948 to 
49 this year and resignations fell 
from 467 last year to 143 in 1949. 
Retirements for 1949 totaled 29, 
contrasting with 32 last year. 

Fewer dismissals showed em- 
ployees appreciated their jobs 
more. In 1948 94 left the municipal 
service. The Pg drdépped to 60 
in 1949, and 71 temporary em- 


ployees were replaced by fully 


qualified applicants. 
Only 73 new jobs were created 


in 1949 a: against 134 for 1948. 


Eight job: were abolished in 1949 
compared to seven in 1948. 


Sutherland said the ability to 


City Job Review Shows 
Improvement in 1949 


' 


get qualified applicants 

creased competition and 

proved the over-all 
workers. 


has 
has 


in--- 
im- | 
of 


ts, stable, City Personnel Director municipal 
Saturday in 


Auburn Gets 
Gift of Georgian 


AUS URN, Ala.—( INS )— 
Auburn alumni officials said that 
a $50,000 donation has been re- 
ceived toward construction of a 
$300,000 alumni-faculty house at 
Auburn. 

The donation was made ‘by the 
William C. and Sarah H. Bradley 
Foundation of Columbus, Ga. 

Bradley was a member of the 
Auburn class of 1879. He was a 
bank president, textile manufac- 
turer, farmer and landowner. He 
died in 1946. 


Yes! . . -We Rent 


Tuxedos, Full Dress. Cutaways 


Complete Outfits 
H. GLENN McNAIR 


clothe mode for vou 
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The officers and employees of 


years to come. 


Joyous New Year! 


this opportunity to thank our many friends and customers for 
your valued patronage. May we continue to serve you in the 


BASKETTE PIANO COMPANY 


52 Pryor Street, N. E., Atlanta, Ga. 
515 Broad Street, Rome, Ga. 


Baskette Piano Company take 


if 


sweturn the page 


toour 70tk Christmas 


we wish you and you 


and you...our friends a 


from all of us at 


Style Center of the South 


L TL 
roposilion 
Extensive Survey 

Estimates Cost at | 


$1,740,000,000 Yearly: 


| CHICAGO—The cost of building 
and operating a nationwide sys 


tem of 1000 television stations, 
plus 200 satellite transmitters, | 
‘would run to approximately $1,- 
740, 000,000 a year, according to a 
istudy made by the Faught Com- 
pany, Inc., business consultants. 
| The results of six months of re- 
search and analysis are contained 
in a booklet called “some billion 
dollar questions about television 
and some suggestions on how to 
think about them.” Dr. Millard C. | 
Faught made the study. 
| The Faught study gives a break- 
down of the estimated costs of a 
national video system, including 
‘interest on capital investment, de- 
preciation, operating and program 
costs, line charges and gross pro- 
fits of 15 percent. In order to raise 
'$1,740,000,000 in advertising dol- 
lars for TV, the Faught survey 
concludes, some $80,000,000,000 in 
7 Mew business would have to be 
, added to the national economy. 
The Faught study does not con- 
™ clude that TV will steal much if 
Constitution Staff Photos—Ryan Sanders any of other media’s budgets in 


POLICEWOMAN EMILY HART IS PRETTY, TOO the long run. However, it warns 


ATLANT ANS AT WORK against estimating the role of tele- 


Policewoman Routine 
Never Gets Boresome 


tion picture industry experience.” | 
The study suggest: that “in-! 

(Editor’s Note: This is another in a series of articles describ- 
ing interesting jobs of Atlantans. 


exorable laws of profit and loss, | 
rather than potential usefulness, | 
will set iron curtains of _imitation | 
on television’s future if it follows | 
the pattern of radio.” It adds that 
only a small portion of TV’s po- 
tential will be realized “if the eco- 
nomics of advertising must alone 
shoulder the heavy) costs in- 
‘vyolved.” It calls for other sources 
of revenue “to help advertising 
bring television to its ultimate 
fruition.” 

Dr, Faught suggests devising a 
practical means of putting “box of- 
fice” on television receivers so: 
that besides carrying advertised 
programs to viewers free it also 
would sell entertainment, educa- 
‘tion, and cultural matter on a pay: | 
(as-you-look basis. 

, Such a plan already has been | 
brought forth by the Zenith Radio. 
‘Corporation through its proposal 
of Phonevision, a patented system 
‘whereby entertainment (including | 
first run movies) would be me- 
ibe maw ean tered directly into the nation’s liv- 
. 5 uy td ing rooms. 

gues! The Faught study suggests that 
_ pay-as-you-look television would 
enable Hollywood to increase its 
income by a million dollars a day 
‘(total movie box office for 1948 
\was $1,500,000,000) plus another 
‘half a million a day for TV sta- 
tions and telephone companies. 


When shapely, blue-eyed Emily Hart gets tired of her 
job as a gun-totin’ Atlanta policewoman (she still thinks it’s 


fascinating’), she can always take up modeling. 

In fact, she was offered a job reported she has never had to use 
as a model in the course of a bit|it, But she quickly said she could. 
of detective work. It happened this if she had to. Target shooting 
way. was part of her three-month train- 

An ad for models was placed in ing course. She also studied ju-| 
@ newspaper, but an Atlanta wom- jitsu. 
an, whose daughter applied, be-| Miss Hart, who never wears a 
lieved it “wasn’t on the level,” and ‘uniform, must testify in Record- 

complained to the. police depart: ers Court and sometimes Fulton 
ment. Superior Court concerning her ar- 


i s sent to rests. That’s just another facet of 
Re found * otnyiceplbe the job she insists, “never gets! 
complaint unjustified and had a a. 
hard time getting out of the office _. nt ” sh es ath 
without signing on the dotted line eee : J _ uded. 
for a real modeling career! ats why I 1ike it: 


Another appeal for “models” Masons Honor 


Was not so genuine. 
Miss Hart, shadowed by a husky 

policeman, posed as an applicant | R d’ S ith 

for that modeling job and found e ml 

ee an _eeegeownl frank J. Carlisle “Red” Smith, one of! 

about it,” she recalled. “He didn’t the best-known b: seball players 

want just a model, he wanted a. in the country durag the roaring | 

secretary, girl friend and every- jemrenaien, is® — oo 

thing! On the basis of what he ste Fa electe ‘££ 

told me, I called in the policeman Worshipful Mas- : 

and we arrested him.” ter of Morning- 2 | 
side Lodge No. i. e | 

St Re - | 


that box office TV would make 
possible $25,000,000 gates for such 
swe ‘sports spectacles as the World 
™ ~. |Series, the Rose Bowl game, the 
j : |Kentucky Derby, etc.” 


WQXI (790 KC) 


MORNING 
5:45, Merry Christmas; 7:55, Sunday 
| Morning Headlines; 8:00, Stars of the 


‘Milky Way. 
AFTERNOON 
12:00, Sunday Headlines; 12:05, Lynn 
Murray Show; 12:30, Guy Lémbardo 
, Show; 12:45, Week’s Revue of the News; 
= | 1:00, Our Christmas Stocking; 2:00, ‘‘The 
| Messiah”; 5:30, Sign off. 


— —-— Se 


But posing as a_ prospective 
“model” is only a small part of 295, F&AM. He 
Miss Hart’s many-sided job. 

She does everything from trans- 
porting prisoners from various 
States to Atlanta to arresting alco- |“ .**: 
holics, prostitutes, vagrants and’. Smith was a 
theater “mashers.” leading baseball 

Of the six women on the Atlan- Player and man- 
ta police force, she is the youngest | ##& for 20 
(28) and only unmarried member, ¥ © 47 S, playing 

A graduate of Berry College' With Anderson, 


succeeds retir- 
ing Worshipful 
Master Ollie J. 
McLane. 


bE 


By LARRY WOLTERS 
Constitution Chicago Bureau 


‘The Faught study also suggests | 


‘side 


CHANNING COPE'S ALMANAC 


"RADIO PROGRAMS FOR TODAY 


| All Programs in Eastern Standard Time and Subject to Change 


Without Notice 


ON THE NETWORKS 


SUNDAY 


| 556 WCON 98.5 | 580 WAGA 103.3 750 WSS TS ee wasT a 


asc 


TimME | KC mc i KC CBS MC 


KC NBG MC/| KC MBS MC 


6:00 Silent 
6:55) Silent 


/Sitent 
|News Summary 


‘Silent \Silent 
|Sitent ‘Silent 


‘Strength for Day 
Veice of Army 
Homeland 

| Harmeny Qtte. 


:00| Music for Sunday 
:15|Mugic for Sunday 
:30 News 

246) Music for Sunday 


|News; Organ Silent 
| Reveries ‘Silent 
Sunshine Finis 
| Hour | J. Dake 


News 

iChariot Wheels 
\Carelina 
Calling 


:00'Good News 
:16| Meur 


|Methodist |Cote Giee Club 

"|News; George |Xmas Carele 
Crook \LeFevre 

| Hour | Trio 


World News 
Jolly Home 
iHere’s to Vets 
‘Prove Me 


:30| Statesmen 
745) 
:00|Old-Fashioned 
Q:: Revival Hour 
! 
OP cowie 


|\Wortd News ‘With Master 
\Crll to Worship (Deep So. Boys 
\Cameeos in 'Deuid Hills 
Music | Heur 


Jo Stafford & 
Gordon McRa 

|Mus. Bouquets 

\Frank Parker 


|\Natl. Radice ‘Radie Bible 
¢ Pulpit | Clase 
‘King George VI Voices of 
[Family Time |» Prophecy 


|News; Victor 
Chorale 

| Xmas 

| Hymns 


First \Firet 
Presbyterian Baptist 
Church Chureh 
Service Service 


Xmas Hymns 
|Reficctions 
i\Xmas Hymne 
|Guy 


Back 
te God 
Lutheran 


|News 

| Songs for Sun. 
|The Eterrfa! 

| Light Hour 


—— 


Quartet 
130 Old-Fashioned 
:15| Baptist 
:30 ‘Bryant, News 
-45' Les Brown. | 


Kaye Serenade | 


‘Xmas With (W.W.; News 
| NBC Families ‘Hymn Time 
\Chicage 'Grace Dotson 
Roundtable |. Bible Lesson 


Revival Heur 
:00) “2 #&:00 Sunday Schoo! 
15! Lesson 
ca Frank and Ernest 
745 Music Time 
:00| West End 
! 1 |: :30| Church 
Service 
aR nn ae nee 
on Music Parade 
1 2: Preview 
45) Victor Lindlahr 
OO Naval Air Reserve | Lombardo 
:15'Hevie Lister |Charies Allen 
:30: Music Parade— \Sammy 
:00' Chartie St. Luke 
Spivak Choristers 
730 Tommy 
Dorsey 
. | 


|Music You 
Leve 


Old- 
Fashioned 
Revival 
Hour 


Xmas 
Program 
from 
Rome 


:15|Army Christmas 
:30 Sammy 
Kaye 


|Baptist 
Hour 


:00 This Changing World [Mus Sleigh Ride One Man's 
iMus. Xmas Tree 


Music Made 
Family in U. S.A. 

‘Quiz Juvenile 

| Kids | Jury 


700) jGuy \Xmas with 
Lombarde 
:30' Wayne 


45 King 


Christmas Story 
\Frank Sinatra 


Andrew Sister: Visiting Time =| 


\Visiting Time |House of 
Mystery 
|American Forum |Martin Kane, 


| of the Air | Private Eye 


Man Whe 
Came Dinner, 
With All- 
Star Cast 


:00' Theatre 

:15) Marquee 

:30) | Greatest 
Story 


‘Radio City The 

| Playhouse Shadow 
|Harvest True Det. 
of Stars Mysteries 


700'Drew Pearson |Family 

:15|Monday Headlines | Hour 

:30|\Music With The ‘Our Mise 
Hormel! Giris | Brooks 


‘Catholic [Roy ‘Rogers 
Hour | Show 

[Hollywood |Nick 

| Calling | Carter 


2. 


e Ray Jack 
Block Benny 

:30 Gordon McRae ‘Ames 'n 

°45'Dean Kaye, News Andy 


Hollywood 'Dickens 

Calling | Kmas Carel 
Phil Harris- [The Saint 

Alice Faye | & Like Music? 


TODAY IN RADIO 


:00)"‘Stop the Music” 
:15| Telephone 
i 


|Bergen and 
McCarthy 

‘Red 

| Skelton 


Show 
With Bert Parks 


Adventures of (MGM Theater 
| Sam Spade | of the Air 
(Passing of |MGM Theater 
| Third | of the Air 


- 


\Corliss 
Archer 
|\Horace 
Heidt 


100|Walter Winchell 
:15|Louella Parsone 
:30/Chance of 

A Lifetime 


Fioor Crime Does 
Back | Not Pay 
Am. Album ‘Mystery Is 
| Familiar Mus. | My Hobby 


‘Contented 

| Hour 
Neighbor's Or. 
'Neighber’s Or. 


18 Jimmie Fidler 

:15| National Guard Show 
730) |News, Bryant 

:45| Health Program 


): 
J: 
Le 
d: 
0: 
E 
B: 
J: 
U: 


1 


| Take it or Calvary 

| Leave it Hour 
Bob ‘Don Wright 
| Crosby | Chorus 


700) The Starduster 
:15) The Starduster 
730 The Starduster 


| |: :45\The Starduster; News | 


'World Tenight 

|UN in Action 

[Christmas 
Carols 


Hillman News 
‘Wheat St. Bapt. 


|News 

‘Clifton. Utley 

‘Ambassador iDance 

| Hotel Orch. | Orch.; News 
'Silent 


4 


Sign Off 
| Silent 


~——- 42:00) Silent 
12:05/Sign Off 


|News 
‘Music to 1:15 = Sign Off 


TELEVISION 


WEAS (1010KC). | 


ern Travelers Quartet; 

Merck; 8:30, Dr. John V. 9: 00, Cw 

Guy Rainwater; 9:30, Siarlight Spiritual | 
Singers; 9:45, Northside Jubileers; 00, 

Talent Time: 10:15, Willing Workers, 
Quartet: 10:30, Zion Gospel Singers; | 
10:45, Humble Gospel Singers; 11:00, 

‘Big Bethel Church Services; 11:30, River. | 
Church of God | 


AFTERNOON 


12:00, Golden Gospel Singers: 

—_ Echoes; 12:30, Bishop J. J. 
Hinsle 1:00, Rev. Watson Sorrow; 1:30,| 
ev. C. ' M. Bagley; 2:00, Stamps ‘Quar- | 

tet; 2:15, a Quartet; 2:45, Rev.) 
: : on Rev. Andrew Jenkins; 

Merck: 4:00, Rev. Maude | 

elistic Prayer Band; 
Mayo; 5: %, Sign ‘Off. | 


12:15, | 


Seeesere * 
S8S5Sass 


3:00" tev. Jimmy } 


A A 


near Rome, and Atlanta Law| Nashville, Sa are 
School, she became a member of Brooklyn, the : 
the force three years ago when | /pennant - win- Cartisie Smith 


she barely met the minimum 25-' ning Boston Braves in 1914 and 
ear age limit. She said she got| With the Atlanta Crackers. Healso 


er police job “by accident” be-, managed Jacksonville and other! 
eause she an wered a newspaper Clubs before he retired from base-| 
ad for a “social worker.” ball. Smith has been affiliated | 


Although policewomen deal with the City Tax office for 15: 


mainly with women and juveniles, 7®&"S. 
Miss Hart said they occasionally . Other officers selected by Morn- 


have to match wits with brawny /28side Lodge to serve for 1950 | 
male law evaders. include: : 

“I helped break up a narcotics James E. Clark, Senior Warden: 
ring,” she said, explaining that she Warren Banta, Junior Warden; C. 
had assisted other police force |Roland Stenhouse, Senior Deacon; 
members in “detective” work that | Melvin Eaves, Junior Deacon; 
eracked a narcotics case. ae Dall Ja ae wire ag 

' nnie De unior Steward; Ar- 
Bn iiss around “the ell thur Farmer, Tyler; Wilmer cC.|my friend Toby. 
of Atlanta investigating suspicious. Oleson, Chaplain; Steve McGar- | For he is getting old. Also, he 
looking vagrants (mostly femi- ity, Secretary, and Hovey Garvin, | is going through that shrinking 
mine). They talk with them and, -Tea@surer. process that dogs go through when 
if they are convinced the suspects |. Jvdge Jesse M. Wood, of Fulton they are on the decline. They 
are law-breakers. arrest them. Superior Court, honorar; member just aren’t as big as they used to 

“Our aim,” she emphasizes of Morningside Lodge, installed be. As tragic as the decline in 
“isn’t to give a woman or girl , the new officials in impressive size and the advance in age is the 


record, but to help her stay out |°¢™emonies. bee _— re — generis a a 
“ ewe" a cut along his neck and shoulder 
vn a aaebation.* 2 first of: 1380 -WATL 97.5 and the cause of the cut was an 
One of her less pleasant duties, $68 ‘Qenct mani te encounter with a new dog come 
Miss Hart said, was to handle cases ‘Spirituals; "8:00, Carl Chandler’ Ba see on 
of neglect of minor children by ‘tra; 8:30, The Country Preacher: 9:00, 


to take over the duties formerly 

done by Toby. This is hard to 

« rise H 9:30, R M. D. Drake. take. Toby didn’t take it lying 

parents. ce also — up “lost 10:00, Sunday Morning Moods 10: 45, De- down, but the new dog was too 
SEA Gey aot at Snakgn| ere cats ree (muuch for bim 


Church. 

AFTERNOON it i 
ters and hate to leave the station. s potligh Rg oN 12,06. Gunter’ —— Si ae ee ty Bh stone 
oO omm rs ~ renes- 

Although she always carries a Fave 30, Robert than to get old yourself. After 


Crosby 
ee oe hart hepeliy| |Chlide a ‘tall, you know that you are all 
Murray Singers; 3:00, Walter Franklin; right; you are getting along fine; 
“Fabrics of all Kinds” 


3:15, Robert Shaw Chorale; 4:00, Vivian 
THE MILL END STORE 
Slipcover— Upholstering 


‘Economy; 5:00, Rev. H. V. Echols; 5:30, 
‘Willing Workers. 

Drapery—Oress Materials— Towels 

nd Pillow Cases 


GHT 
8:00, News gc, 6:30, 
Echoes 
Sheets a 
106 HUNTER ST., S. W. 


WHY PAY HIGHER PRICES FOR 
JEWELRY SET WITH Dianwndle 


SUNDAY, DEC. 25, 1 


Suggestion of the day: 
“Merry Christmas to all a 
fine day.” 


Toby today, and seeing him br 


and that disturbs you. Unqugs- 
tionably he is thinking the same 
: of you and me, but we don’t know 
' this and we get a tinge of heart: 
ache at the sight of him. 

In a way, this is where Santa 
Claus comes in. He is the mellow 
~ fellow with the big smile and the 
generous bag of gifts. We can 
take our cue from him if we will, 
we older fellows. Having gotten 
to the fullest extent possible, we 
‘can now take on the pleasant task 
task of giving. Everything points 
to the value of such living and to | 
the need for such living. An older ' 


ewe: 9:00, Assembly of : 10:00, 
Songs to Remember: 10:30, Peachtree 
| Theater; 11:00, Linger Awhile; 11:30, 
| Prophet E. _F. ‘Swain; 12:00, Sign off. 


sermon on Dog's Age 
By Once Gay Old Dog 


10:00 


10:30 
_ 10; 45 


6:00 
6:30 
7:00 


§49 


nd to alla 
8:00 


UNDERDOG GETS SYMPATHY 
CUMBERLAND ISLAND, Ga.—Well, I saw my old friend | 


_ 10:00 


ought back a flood of pleasant 


memories to me. And yet it was somewhat sad, too, to see’ 


6:00, 
person can’t live to himself and be Dixie; 7:00, News; 7:05, 
lin Dixie: 8:00, News: 8:05, Merry Christ- 


content. Health, mental and phy- 
sical, demands that he relieve his 
tensions by giving. Getting is a' 
contracting process. Giving is a 
relaxing process. | 
I am told my old friend Toby 
repulsed the advances of the new 
dog just as you and I repulse the 
advances of the generation taking | 
over from us. We contract our 
muscles and our nerves and our. 
emotions and sulk and resent. 
How much nicer to go long to- 
gether! How much pleasanter if 
old Toby had said to the new fel- | 
low, “It’s nice you’re here. Come | 
with me and I'll show you the 
grounds. I know where the ‘pos- 
sums play and the deer abound. I 
know the ropes. I’m _ familiar 
with everything. Come on with 


mas in 
9:00, 
' Dixie; 
‘in Dixi 


12:00, 


tit: 
News: 


but the other fellow looks badly a 


It’s good to grow mellow like 
old Santa. It’s pretty terrible to 
soak yourself in brine, to shrink, 
to harden, to petrify. 

Santa isn’t only for the young; 
he’s for us older ones, too. Life 
can still be merry for us, in fact, 
all the merrier, for we know our 
way around. We are bigger, we 
can be even merrier. 

Merry Xmas! 


mark 


Largest Selection in the South 


LINOLEUM 


Rin, Co! ors 


Select Fro 


MORNING 
7:30, Bright Star Quartet; 00, "Rev. G "| WSB-TV 


3:30 
4:00 
4:15 


Ge 
o 


News; 


pauurs GODDARD 
conc HARDWICKE 
THEATRE GUILD = AIR 
} WSB 8:30 pu 


Test Pattern and Music. 
Christmas carols. 
Merry Christmas: 
Choir. 

Paradise island: Danny O'Neil, 
Anne Sterling. (NBC), 

Merry Christmas. 

Pied Piper. 

Christmas window. 

Christmas carols. 

A present for Santa Claus. 
Weekly News Review. 
Tele-Travels, “Redwood Saga.” 
Leave it To the Girls: Mag@i 
McNellis. (NBC). 
Goodyear musical 
Whiteman. (ABC). 
Norge, “The Christmas Carol” 
with Vincent Price. 
Chesterfield Supper Club, Perry 
Comoe. (NBC). 

One Man's Family. Marjorie 
Gateson, Bert Lytel!l. (NBC). 
Phitco Television Piayhouse, 
‘The Beautiful Bequest” with 
Lering Smith, Eli Wallace and 
Joan Castel. (NBC). 
Goodrich Celebrity 
ly Nagel. (ABC). 
Sign oft. 


a 


Vienna Boys 


revue, 


Time. Con- 


WAGA-TV Channel 5 


Test Pattern. 

Mr. |. Magination. (CBS). 

Cavalcade of Starse—Jack Car- 

ter, emcee, and guests. (Du- 

Mont). 

Toast of the Town—Ed Sullivan, 

emcee, and guests. (CBS). 

Fred Waring Show-—fred War- 
». Chorus and Orchestra. 


(Cc 
Sign off. 


WTJH (1260KC) 


MORNING 


6:05, Merry Christmas in 
Merry Christmas 


News: 


Dixie; 8:45, Chimes at Christmas; 
9:05, Merry Christmas in 
10:00, News; 10:05, Merry Christmas 
e: 11:00, News: 11:05, Merry Christ- 


AFTERNOON 
Messiah and a 


mas music. 


1:00, News; 


1:05, Carols for Xmas: 
3:00, Rev. Cheek; 3: 
4:00, Glad Tidings Hour: 4:30, Rev. 
5:00, Gospel songs at sunset; 


5:30, Sign Off. 


TONIGHT! Jase night 
Chnislenad 


Channel 8. 


1! 


Paul 


n 
‘ 
4 


TEEL HOUR 


Greatest Story 


To Tell Birth of Christ 


By CAROLYN PITMAN 
(Editor’s Note: Rita Van Pelt is on vacation. Carolyn Pitt- 


man is pinchwriting.) 


The Greatest Story Ever Told, one of the most out- 


standing religious programs 


tell one‘ of the world’s greatest stories—the story of the 
Birth of the Christ Child, tonight at 5:30 p. m. over WCON 


and ABC. 

Each Sunday night this inspir- 
ing religious dramatic program 
presents interesting stories from 
the Bible. During the past two 
years, it has become one of the 
most widely discussed programs 
on the air. Tonight’s dramatiza- 
tion should be one of the year’s 
top shows. 

Music appropriate to the holi- 
day season will be sung and 
played by several of the nation’s 
top ten orchestras today when 
Guy Lombardo, Wayne King, 
Charlie Spivak, Tommy Dorsey 
and Sammy Kaye are heard. 
Spivak and Dorsey will lead off 
with shows at 2 p. m. and 2:30, 
while Kaye follows at 3:30 and 
Lombardo and King follow up 
at 4 and 4:30 p. m. 


Lodgers Lives Changed 

Paulette Goddard and Sir 
Cerdic Hardwicke will be the 
Christmas night stars of the 
“Theater Guild of the Air” pre- 
sentation of “The Passing of the 
Third Floor Back.” The story is 
about a rundown London room- 


ing house, where a group of | 


poor, unhappy lodgers, their 
landlady and her maid live in an 
atmosphere of animosity and 
suspicion. Into their midst 
comes a mysterious stranger to 
rent the third-floor back room. 
The play’s climax comes as the 
stranger changes the characters 
and lives of the lodgers. Listen 
to WSB-NBC at 8:30 to hear this 
well-known Jerome K. Jerome 
fantasy. 


Full-Hour Dinner 


Christmas Day highlights on 
WAGA-CBS include “Hotpoint 
Holiday Hour” at 5 p. m., pre- 
senting a full-hour version of 
“The Man Who Came to Din- 
ner” with Jack Benny in the 
title rloe. 
duction has a cast *which in- 
cludes Henry Fonda and John 
Garfield as _ narrators, and 
Charles Boyer. Gene Kelly. 
Gregory Peck, Dorothy McGuire 
and Rosalind Russell. 


A Ladd’s Christmas 


.Louella Parsons will take her 
traveling microphone on another 
excursion Christmas Eve _ to 
bring us by tape-record an un- 
usual star interview for her to- 
night’s broadcast. We are going 
to hear about Christmas at the 
Alan Ladds. lLadd’s world of 


cameras, sound tracks and props | 
will be neglected for a “chim- | 


ney- ‘side”’ chat: in hts home with 


RADIO-PHONOGRAPH 
COMBINATIONS 


TELEVISION 


DuMont 
RCA Victor 
Zenith 
Philco 
Bendix 


The best-equipped service 
shop in the South. | 


Phonograph Records 


Guaranteed Radio Services 


BAME’S, INC. 


37 Years of Honest Dealing 


60 BROAD ST., N. W. 
WALNUT 5776 


The star-studded pro- 


Radio Relayers 
Adds Director . 


Lamar Hill, of 104 Myrtle 
Place, Cochran, has been elected 


to serve a two-year term as South- 
eastern Director on the Board of 
Directors of the American Radio 
Relay League. 

Hill is manager of the G. B. 
Hill Lumber Company. He has 
been active in amateur radio and 
league activities for a long time. 
The league was founded in 1914 to 
'promote amateuts’ interest = radio 
and to represent them in legal 
matters. 

There are 18 men on the Board. 
Hill’s division comprises Alabama, 
Florida, Georgia, the West Indies, 
and the Canal Zone. 


ee ee 


Ever Told’ 


on any air at any time, will 


his wife and four children. You 
can hear how this Hollywood 
family spsent their holidays 
over WCON-NBC at 9:15 to- 
night. 


Yule Around the Globe New Officers 


For the third consecutive year, | ALBANY—New officers for the 
the “Juvenile Jury” program /Brotherhood of Railway Trainmen 
will air Christmas greetings, in ‘and Ladies’ Auxiliary were in- 
their native tongues, by young- stalled at the WFW Club, with W. 
sters from foreign lands. This | Vy, Kimbrell and Mrs. C. E. George 
will be done on the broadcast ‘served as installing officers. 


today at 3:30 over WGST-MBC, | 
CARL GREEN’S 


when children from India, South.’ 
Africa, Italy, England and Brazil 
HANGAR RESTAURANT 
“Home of Celebrities” 


join the “Jury” panel to «xpress | 
1003 Virginia Ave. Hapeville 


the season’s best wishes. 
Across from Municipal Airport 


Annual Meeting 
— FINEST IN FOODS — 


ATHENS — The Georgia Psy- 
 choleaiaal Association will hold 
its annual meeting at the Univer- 
‘Sity of Georgia Jan. 7, according 
to Dr. A, S. Edwards; Association 
President and head of the Univer- 
sity ] Psychology — Department. __ 


WERD (860 KC) 


RNING 

7:31, Music Ps. vou — It; 8:30, Rey: 
William H. Borders; Rev. ' 
Saunders’ Chorus; $90; my > hy sa 
[Calvary Singers; 9:45, Victory Bond 
‘Quartet; 10:00, Melotone Quartet; 10:15, 
‘Melody Airs: 10:30, News; 10:45, “Fre 
'dom’s Story,” Dramatic Story; 
/Church Hour. 

AFTERNOON 

| 12:00, Music ras be 1:00, Clark 
College Chorus; and Glam- 
\Our; 1:30, David sy yo High; 2:00, 
‘Frost Motors Show; 2:30, Drama Time: 
3:00, ‘Songs You'll Always Remember: | 
3:15, Morehouse Glee Club; 3:30, Our) 
World Talent Show; 3:45, Graham Jack- 
son; 4:00, “So Proudly We Hail.” Dra- | 
'matic Story: 4:30, Morris Brown; 5:00, | 
Living Words; 5:30, Sign Off. | 


1340 WBGE 95.5 


MORNING 
|_ 4:00, Yawn Busters; 6:00, News: Yawn 
Busters; 7:00, News: Margaret Whiting; 
7:30, David Rose; 7:48, Unity; 8:00, Organ 
Melodies: 8:30, Prophetic School of the! 
Air: 9:00, Golden Cross Quartet: 9:15, 
Morton Gould Xmas Carols: 9:45, Five 
| SYumeee: 40:00, Progressive Gospel Sing- | 
10:15, National Independent: 10:30, 
|Goid and Silver Time; 11:00, North At-| 
lanta Baptist Church. | 
AFTERNOON | 
12:00, News; Tommy Dorsey; 12:30, 
Here's to Veterans—Don Voorhies: “> oe 
Spoken Thought; 1:00, News: 
| Shorister—Christmas Music: i:30, Fient | 
Bethe Ce Music; | 


 Devol: 2:00, Christmas 
13: 00, Christmas Greetings; 5: P00, me Meg. | | 


Featuring Nightly 
NICKIE GALE 


in Her Famous 
Dance of Orchids 


ond 


DICK SULLIVAN 
at the Hammond Organ 


1 Open S p.m. til 4e. m. 


_ 


DAY 
pe0.25 


ttotpoint 
Holiday Hour 


PRESENTS 


“The Man Who 
To Dinner” 


Came 
| 2:30, Welcome Friend 
nificat: 5:30, Jo Stafford: 5:45, News. 
NIGHT 
6:00, Proudly We Hail—Barbara Britton; 
6:30, 1340 Club: 7:30, Second-Ponce de 
‘Leon Baptist Church: 8:30, ered Star | 
‘Frank Sinatra and Dorothy Kirste | 
Nat'l. Guard glee Se G. "Robin: 
son; 9:00, Cavalcade of Music; 9:30, Guy 
| Lombardo: 9:45, Organ and ——— 
'Xmes Carols: 10:00, YLD Choir: 
Hour: 1l11: io.” One | 


|All National Gospel 
viewing the Records; 12:00, 00, Sign Off. 


WITH 


Jack BENNY 
Charles BOYER 
FG Gene KELLY 

\. Dorothy M°GUIRE 
PM Gregory PECK 
Rosalind RUSSELL 


Narrators: 


"% Henry FONDA 
john GARFIELD 


Director: 


7 Mel FERRER 


WAGA 


Christmas Day” © 


Heor 


aR CHARLES L. ALLEN 


EVERY SUNDAY 
1 :‘15—WAGA 


HANDEL'S 
“The Messiah’ 


by 
The Liverpool Philharmonic Orchestra 
ome 
The Huddersheld Choral Society 
Sir Malcolm Sargent 
Conducting 


brought to you by 


FIRST FEDERAL 


SAVINGS AND LOAN ASSOCIATION 
Penre-st8 paves sreest, a & 


5 to 6 P. M. 


Presented by Metpelnt inet 
Maekers of GQvuelity Kitchen 
end Home Laundry Appliences 
(A Generel Electric Affifiete) 


THE STATESMEN QUARTET 


o* Wy Soma 


tZ # 


YOU ARE INVITED TO LISTEN TO 
A FULL HALF-HOUR OF 


CHRISTMAS CAROLS 


7. Peta 

: F at 

; - 
by» 


# v,we 


WITH 


HOVIE LISTER 


NARRATION BY 
DEAN KAYE 
8:30 A. M. 


OUR DIAL 
TATION 


THE ATLANTA CONSTITUTION @ Sun., Dee. 25, 1949 © B.A 
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Best Year We Ever Had 
Say Some Realty Brokers 


Because of the profitable year 
just passed for the Roy D. Warren 
Company, Inc., it is giving bonuses 
to its salaried 
employees this 
year in excess 
of anything they 
they have ever 
received in the . 
past. G 
Roy Warren, 7 
President of the 4 
Company, ven- & 
tures the pre- 
diction that 
1950 “will be as ig 
good in our Roy DBD. Warren 
field is 1949 has been, and 1949 
has been the best year that this 
company has ever had. We have 
exceeded in sales closed, new busi- 
ness to be closed, loans and insur- 
ance all previous years. 


“We would like to mention, 
though,” says Mr. Warren, “that 
during this entire year we have 
noticed that we now have a buy- 
er’s market instead of a seller’s, 
and unless the value is there re- 
gardiess of liberal financing, the 
buyers are not going to sign up.” 


STOKES GIVES BONUSES 


D. L. Stokes, President of the D. 
L. Stokes & Company, Inc., an- 
nounced a bonus of 10 percent to 
all employees at their annual 
Christmas Party Friday. Some 40 
persons in the “Stokes. Family” 
participated in this year-end bonus 
the company has given for a num- 
ber of years. 


In going over the business situa- 
tion and prospects for 1950, Mr. 
Stokes said: “We have just com- 
pleted the largest and most suc- 
cessful year in the history of our 
company. I believe 1950 will be 
still larger and will see more build- 
ing in the Atlanta area, both in 
apartments and individual homes, 
than any previous year of Atlan- 
ta’s history. The medium and low 
income group will be the benefici- 
aries of next year’s new construc: 
tion. This will fill out the pattern 
that we have been working on for 
four years now. Atlanta is destined 
to have 1,000,000 people in the 
metropolitan area within a very 
few years, and we propose to ade- 
quately house them with private 
building. 

“IT also feel that the price struc- 
ture on new homes will remain 
steady and in some instances will 
rise next year. Business in general 
should be good, and we know it 
will be in our particular lines of 
sales, rentals, insurance, loans and 
commercial business,” said Mr. 
Stokes. 


OTHER REALTY PREDICTIONS 


JUDSON M. GARNER, Sales 
Manager Haas & Dodd—In my 
opinion, the real estate business 

in 1950 should 
be satisfactory 
and quite suc- 
cessful for the 


competent’ 


agent who is 

willing 

work. I believe 

that the cost of 

new building 

, will increase 
edbebty up to Judson M. Garner 


5 percent, due to increased mate- 


rial prices, and persons in the mar- 
ket for a new home will realize 
the futility of waiting longer for 
lower prices. 

The used home sales should be 
quite satisfactory for those owners 
who realize that the “scarcity 
premium” has entirely disappeared 
in the selling price of homes, and 
the buying public will now pay 
only the price that is in keeping 
with the competition of the new 
homes. Buyers are becoming in- 
creasingly more selective. 


MORRIS’ EWING, President, 
J. H. Ewing & Sons—“There is ev- 
ery reason to expect that the real 
estate business r 
for the year 
1950 will be un- 
usually good, 
and that it will 
be equally as 
good as 1949 
and perlvaps 
some better. 

Despite the 

large amount of Morris Ewing 
residential ® building during the 
past two years, there is still an 
acute shortage of desirable regi- 
dential property and this demand 
cannot possibly be met within a 
12-month period. Due to the tre- 
mendous growth of Atlanta it is 
quite evident that we have not yet 
reached a point of surplus in de- 
sirable residential properties. 

“Due to the strategic location of 
Atlanta and the large number of 
new concerns moving into the 
metropolitan area, this means, of 


DR.WM.D. FLYNN 


Optometrist 


Alpine 6039 
203 Mitchell St., $. W. 
Atlanta, Georgia 


to! 


ure. 


course, that there will be an un- 
usual amount of building in the 
near future of the industrial type. 
There is.now in the development 
stage plans for the erection of a 
thoréughly modern hotel and of- 
fice building, which will add to 
‘the general impetus of a healthy, 
‘steady market for building and 
‘real estate values for the new 
year.” 


JACK H. SALMON, Sales Man- 
ager, Rankin-Whitten Company— 
“I am of the opinion that the 1949 
business trend in the real estate 
industry will continue through 
1950 with very little change, if 


any,’ says Jack Salmon. He fur- 
ther states that there could be a 
considerable increase in the vol- 
ume of sales, especially in the 
older homes. If we could only 
realize that this type of property 
has long reached its peak and 
that there are now two prices an 
owner can place on his property 

. Sne is a present market price 
if he really wants to sell... and 
the other is a higher holding price. 

“There are now few emergency 
buyers,” says Salmon, “who in 
the past were forced to pay the 
price in order to find a place to 
live. In many instances present 
buyers can build a new home for 
the price asked for the older 
homes. If this condifion continues 
it is liable to bring about a prefer- 
ence to new homes, thereby cre- 
ating a less demand for the older 
homes.” 


Title Concerns 
Show $2,718,724 


Real estate transactions on 
which titles were insured during 
the past week by Lawyers Title 
Insurance Corporation, including 
titles examined by approxed at- 


—_——— 


torneys and also by Atlanta Tile 


Company show 21 sales of local 
property, $227,200; undisclosed as 
to details, including loans, $2,419,- 
624; total local, $2,646,824. Titles 
to properties n other counties, 
gut Total for week, $2,718,- 
i : 


Ed Hiles’ Greetings 


_A catchy poetical “Season’s Greetings” was sent out by Ed W. 
Hiles, Secretary Georgia Savings and Loan League, Inc., closing his 
poem with “Merry Christmas and Be Thrifty in Fifty.” 


way Ed puts it: 


THE HOUSING LINE OF FORTY-NINE 


"Twas the night before Christmas, and all ‘round the nation 
The people went sleepless with anticipation. 

Deep in the coal mines and down on the farms 

They waited for Santa with wide-open arms. 

Builders of houses and makers of steel. 

Spinners of cotton and grinders of meal— 

All waited patiently with socks he could fill 

On one of his trips down from Capitol Hill. 

Yes, things have sure changed since I was a lad 

When Santa's eight reindeer and sleigh were the fad. 
His ‘home at the North Pole’s a thing of the past 
‘Cause the old-fashioned Santa - now been outclassed. 
He's living in Washington, U. S. 

And rides in an airplane instead Se a ‘sleigh. 

A big-hearted fellow—Harry by name 

Whose sack full of giving puts Santa to shame. 

He's bought surplus wheat and subsidized corn 

Made taxpayers wish they had never been born, 


But still keeps giving to this 


Believing the “lean” can subsist on the “fat’’. 

And back in his workshop developed a hobby 

Of turning his “elves’’ on the “Real Estate Lobby”. 
“Now Maybank, now Wagner, now Sparkman and Frear— 
Now Spence and Buchanan and Multer—See here! 
Just what sort of excuse can we give 

For building ‘our people’ a free place to live— 

If private builders keep planting the seeds 

That soon will wipe out all our housing needs? 

Get busy at once and pass me a bill 

With plenty of funds to be spent at my will 

To buy up all lumber and labor and bricks— 

We'll leave private builders in a terrible fix— 

And then, don’t you see, my kind-hearted elves— 

No homes can be built ‘lest we build them ourselves.” 
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to Mr. and Mrs. H. W. Akins. 


The three-bedroom home is said to be in the $25,000 price class. The sale was handled by Mrs. 
Charles LaFontaine, who is associated with her husband’s realty company. 


‘What's New’ Is 
Home Builders 
Show Theme 


The 1950 Home Builders Home E 
Show to be held in the Municipal , 
Auditorium, April 27 through May @ 


8, 1950, will feature new develop- 
ments in the home-building indus* 
try and new appliances to save 
steps and extra work in the home. 


To-date, 70 percent of the space - ie o 


has been contracted by the fol- 
lowing Atlanta firms who are en- 
thusiastic and are going all-out to 
make this 1950 Home Builders 
Home Show outstanding in every 
respect. The theme of the Home 
Builders, “What’s New,” will cer- 
tainly be an outstanding feature of 
this Home Show as this applies not 
only to material supplies but also 
to appliances. 

Considerable enthusiasm having 
been shown, the outlook for a! 


really diversified Home Show is. 


very favorable. The following! 


have taken space: | 

W. D. Alexander Company. Brown Dis- 
tributing Company. Crawford Door Sales 
Company of America, Delta Air Condi- 
tioning & Heating Company, _Haley- 
Stewart Electrical Company, Kitchen 
Specialty Company, Charles S. Martin 
Distributing Company. Moncrief Furnace 
Company, Randall Bros., Rumbold & 
Company, Inc., Shower Door Atay wae of 
America, Stein Steel & Supply ern 
Thompson Coal Company, est ggg 
T. &! 
Company, Rhodes Furniture Company, | 
Inc., eJar-| 
Poe; tad Company, odern Ice Cen-| 
ter, Mullins Company, Del-Mar 
Cabinet Company, Calvert Iron Works, 
Inc., Jobson Manufacturing Company, | 
The Munford Company, Atlanta Tile 
Club, Atlanta Laundries, Inc., Sharpe Ap-| 
pliance Store, Maytag Southeastern Com- 
pany, T. J. Edwards Company, Cam 
Coal Company, Lennox Furnace om- 
pany, Outside Venetian Blind Company, 
Atlanta Ventilated Awning Company, 
The Kirby Company, Venetian lind 


Serv ice Company. 


Burner Adjustment | 


Fuel is wasted if gas or oil feed- 
ing to the furnace is not properly 
mixed with air. A heating con- 
tractor should be called several 
times during the Winter to make 
‘sure the mixture is correct. 


od 
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50Big Year for New Home- 


E. R. (Dick) Hawkins, newly) 


} 


In Atlanta—Dick Hawkins 


“Over-all costs almost certainlly 


elected president of the Atlanta will not go down during the com- 
‘Home Builders Association, and ing year, but there is the grave 


who will be installed early in the possibility that they may be in- 
new year, predicts 1950 as a great creased if public housing—with its 
‘home-building year for Greater higher unit cost allowances—en- 


Atlanta. 

Speaking of the building pros- 
pects for the coming year, Mr. 
Hawkins said: 

“There is every indication that 
1950 will produce more new 
houses in Greater Atlanta than 
ever were built in one year be- 
fore. Houses already under FHA 
and VA committment, along with 


a very large number in the plan- 


ning stage, make this prediction 
almost a certainty. 

“Probably as many as 75 or 80 
percent of these new starts will be 
in the $6,500 to $10,000 class with 
a tendency toward the lower fig- 


“There still is a good ‘want de- 
mand’ for more expensive houses 
but the large amount of cash re- 
quired to purchase these houses 
under present mortgage banking 
policies narrows the field of ac- 
tual purchases. 
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SOMETHING NEW: 


Atianta, Georgia 


HARRISON-DRAUGHON 
SCHOOL OF COMMERCE, Inc. 


CLARK HARRISON, President 


All regular commercial subjects taught both day and night. 
Refresher courses taught both day and night for 
experienced stenographers. 


B-R-E-V-1-T-Y-P-E 
(Machine Shorthand) 


Featured especially for college-trained boys and girls 
and for experienced stenographers and secretaries. 


S79 Peachtree Street, N. E. 


ATwood 3883 
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LUMBER SHEET ROCK 


ters the field.” 


‘Caneritution Staff Photo—Pat Riviameten 


NO. 1297 CITADEL DRIVE, LaVista Subdivision, built by Robt. 
S. Calhoun and sold to Mrs. Dorothy Shook, by J. D. Brown, of 


Haas & Dodd. 


It is a 3-bedroom, 2-bath, white brick home in 


a en ee eee 


the $20, 000° class. 


NO. 134 CLAIRMONT AVE., DECATUR—Pretty home sold from 


J. L. R. Boyd to Charles N. Parker. 


Sale handled by C. T. Con- 
It is in the $16,000 class. 


_ yers, of D. L. Stokes & Co., Inc. 


¥ 


ote b) Seatine Tarvin 
BRICK HOME SOLD—Above shows the beautiful buff brick home located at 1032 Oakdale Rd 
N. E., that was recently sold by George Wallace Bogman, Jr., 


‘POINTS TO REMEMBER: 


If you are a prospectiv: home 
buyer trying to make up your 
mind between a new or existing 
home, here’s a point to remember: 
Both types have their adv: ntages 


; and a buyer’s choice should be 


based on which of these are more 
suitable to his individual situa- 
tion. 


Making Choice Between 
A New or Existing Home 


This is the sixth in a series of weekly news releases, prepared 
especially for The Constitution, devoted to pertinent information 
for the home buyer about factors to weigh in buying a home. 


tion of new building materials. 
the home today costs less to keep 
up than did its predecessors. * 

3. Resale value is greater. The 
rate of depreciation of a brand 
new house is normally—though 
not necessarily— much smallei 
Unlike an automobile, a house de 
preciates more slowly in its ear 
liest than in its later years. Fur- 
thermore, the chances are that it is 


This is the suggestion of Ed W. of currently preferred design. 


Hiles, Executive Vice President of 


‘Georgia Savings and Loan League, 
trade organization for 60 savings 
and loan associations in Georgia, 
which finance more than a third 
of the State’s home purchases. 

As seen by the League execu- 
tive, 
house boils down to two major 
arguments and several minor ones. 
Here they are: 
| 1. It is less expensive. Biggest 
advantage of the existing home is 
that it is lower in price than a 
comparabie new house. This fac- 
tor alone makes this type more 
appealing to many families, par- 
ticulerly in light of today’s high 
construction costs. The lower price 
also applies to landscaping, drive- 
way and other “finishing touches” 
which the buyer of a newly built 
‘house must pay for—and they are 
expensive even if he does the 
'work himself. 


2. The character of the neigh- 
borhood is generally established. 
This means that the purchasing 
family is able to tell at the start 
what type of properties surround- 
ing him and even what kind of 
families he will have as neighbors. 
It may also mean easy accessi- 
bility to transportation, shopping 
centers, schools, churches and 
a rule are the “pioneering” 
by the buyer of a new home in a 
new subdivision. 


Another argument enumerated. 


before the war) is that they usual-| 


ly contain larger rooms. Many of | 
'today’s home buyers prefer larger 
‘rooms than those in most of the 


‘new houses, it was pointed out. 


It was’ further explained that! 


‘drawback _ of 


¥ 
i 


places of recreation. Bypassed as if 
in- 
conveniences usually encountered 


by the League spokesman in favor | 
of existing dwellings (those built | 


: ‘older homes can easily be mod-| 


:|ernized and redecorated and con- 


ce =| tain many of the conveniences of 
sinew equipment that accompany 


Constitution Staff Photo—Flieyd Jilison 


APARTMENT BUILDING SOLD—Above shows the two-story 
apartment building, located at 998 Ponce de Leon Ave., recently 
sold by Mrs. S. L. Waites to B. F. Weyman, agent. The four-unit 
brick building is said to be in the $30,000 price class. Sale was 


a the home built today. 


“Like accessories to an automo-| 


M| bile, news items of equipment can, 
be added to the house built sev-| 


eral years ago,” Hiles said. 
But while the arguments in, 
favor of the existing houses are) 


|persuasive, there also is much to 
|be said for the new home. Among 
the points of advantage held by 


|the new home over the old listed, 


‘by the League official were these: 
1. It can be built in accord with 


and needs-of the purchaser. It is 
‘more flexible not only from the’ 


point of design and construction, ; 


‘but also on lot size and landscap-: 
ing. This, of course, applies only, 
‘if the house is built according to| 
‘plans and specifications of ae: 
‘owner. 

| 2. Maintenance costs 


are less.| 


desire. From the start the new)! 
house can be adapted to the wants 


) 


Thanks to advances in construc-| 


i techniques and the introduc: | 


handled ~ ee seosrerle of pt wa & ee realtors. 


NO. 1329 BRIARWOOD DRIVE., N. E.—This attractive home was 
recently sold by Mr. and Mrs. H. E. Stark to Robert G. Oliver. 
Mrs. R. L. Vansant, of Simms-Dobbs Co., Realtors, handled sale. 


‘Basement’ Placed 
On Top of Building 


Ordinary construction pro- 
cedure was completely reversed 
and the “basement” was placed 
on top of instead of underneath 
the new California. Company of- 
fice building New Orleans because 
architects said it would cost less 
to build up instead of down. 

Standing on concrete piles 85 
feet long sunken into the ground, 
the building has eight floors devot- 


‘ed to stores and offices. The ninth 


E. R. “DICK” HAWKINS 
Newly elected President of 
Atlanta Home Builders predicts 
big home-building year in 1950 : 
for Atlanta area. 


floor of the 10-story structure con- 
tains the operating machinery for. 
four high-speed Otis electric pas- 
senger elevators and a manually- 


|operated service elevator, together | 


with air-conditioning machinery | 
and gas-fired boilers for the heat- | 
ing system. The tenth floor is de-| 
voted to wash roonf§ and lockers' 
for the building’s employees. 


REAL ESTATE LOANS 
on 
HOMES 
APARTMENTS 
BUSINESS PROPERTY 
for 


BUILDING BUYING . 
REPAIRING REMODELING 


Prompt Service 


Chas. V. Minor, President 


HOME 
— BUILDING & LOAN ASSN 


GROUND FLOOR PALMER BLDG. 
F 99 


ie . 9 


Atienta 3, Ge. » 


“Serving Our Community Since ‘29 


Chas. N. Walker Roofing Co. 


YEARS 
\ 


‘40 


141 Hou &. 


ston Sf... 


BUSINESS 


INTEGRITY ~™ 


Atlanta, Ga. WA. 5743 


MASONITE _ a. ROOFING AND SIDING—OAK FLOORING 
WALLBOARDS — PL YWOODS — CELOTEX—ROOFING—PINE FLOORING—NAILS 
R-O-W WINDOWS — MOULDING— DOORS —HOMASOTE—ASBESTOS BOAR D 


REAL ESTATE LOANS 


@ Friendly Service—No Ap- 
plication Fee—No Red Tape 
—Definite Safe Contracts— 
Easy to Understand—Prepay- 
ments Permitted—No Fines or 
Forfeitures—No Loans Sold. 


@ Loan Cost—4% to 7% per 
annum — Long Terms — $750 
and up in and near Atlanta 
—(F. H. A. Plan Optional)— 
on new or old construction. . 
Repair—Rebuild—Refinance. 
For free estimafes phone, 
call or write 


J. L. R. Boyd, Sec’y and Atty. 
48 Broad St., N. W., Grant Bidg. 
MAin 6619 Atlanta, Ga. 


Hear WAGA Sundays 1:30 P. M. 


> \\e my rent money?” 


no moreghan rent?” 


FHA loans. 


small homes. 


Choice of exteriors, including picture win- 
dow, siding, wood or wrought iron columns, 


A | 


“Can I own a home 
the kind that I want and one that will cost 


Anyone with an average income can own a 
Knox engineered 4-room Home for as little as 
$45 monthly payments with a small down pay- 
ment or your lot. Larger 5-room, 6 and 7-room 
Knox Homes are equally as economical on a 
proportionate basis. All houses are eligible for 


Knox offers many different styles of homes 
designed by Knox’s own architects, Chapman & 
Evans of New York, outstanding authorities on 


While location is a common 
the newly  buill 
house, it may also have beneficial 
features. Chief among these would 
be (1) lower real estate levies in 
‘outlying communities; and (2) 
complete , avoidance of tendencies 


ee - 


501 GI's 


' 1110 Standard Building 


Cattle Sale 


MOULTRIE—Demand for top 
quality registered Hereford and 
polled Hereford cattle exceeded 
the supply in the sale at the live 
stock auditorium here. Yearling 
bulls and heifers ranged from $300 
to $425, while bred cows and cows 
with calf at side sold up to $450 
mostly in pastute condition. 


towld blight and rundown ap 
pearance so commonly associated 
with older neighborhoods. 

In conclusion, the League execu- 
tive says: “There is more oppor 
tunity in the new house for the 
installation of new mechanical 
conveniences such as heating and 
‘entilation equipment, and for in- 
ulation, at a cost far below that 
‘equired to equip an older house 
in such fashion.” 
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| HOME FINANCING 
FHA—Gi—Conventional 


Terms, 20 te 25 Years 
Up to $10,000 


| JEFFERSON MORTGAGE CORPORATION 


FOR EVERY NEED 
AND PURPOSE 


WA. 0814 
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We Wish to 


i 
i 


i 
i 


303—22 Marietta St. Bidg. 


A MERRY CHRISTMAS 


and a 


HAPPY NEW YEAR 
ROY D. WARREN CO., Ine. 


One and All 


a a UU a Uo en Ea 


We Will Not 


Be Undersold 


ON ROOFING & SIDING 


INSULATED BRICK & STONE—ASBESTOS SHINGLES 


GUARANTEED WORKMANSHIP 


Phone for Estimate 


No Down Payment— 


Up to 10 Yeors To 


No Obligations 
Pay 


INTERSTATE ROOFING AND SIDING CO. 


496 Piedmont Ave 


EVENINGS AND SUNDAYS 


Pittsburgh 
Chain Link 
Fence 


property, children and 


or write today! 


Pittsburgh 


N.E. EMerson 5636 Atlanta 3. Ga 


VE. Os894 


Let Pittsburgh Chain-Link Fence be the guardian of your 


pets. Also, let it enhance the 


beauty of your property. With a rugged Pittsburgh Fence, 
you will have privacy at all times. As always, Pittsburgh 
Fence experts supervise each installation to insure you 
of the best possible fencing for your property. Buy oa 
easy F.H.A. terms—no down payment, up to,36 months 
to pay. For a fence custom-b il for yout needs wrens 


Steel Company 


1725 Peachtree Street, N. W. 
Atlanta, Georgia Phone Hemiock 5223 


a | want eee 


Insulation 


man, Cherokee 0261. 


Road and turn left at Br 


Co., Walnut 5477. 


and many other features is offered. 


Authorized Dealer: 


Tel. ALpine 1348 
$19 Western Union Bidg. 
Atlanta, Ga. 


Economy Home Bumpers, ic. 


I want...” 


Here’s what you get: 


ied Floors 


Complete Bathroom Kitchen Cabinets 
Plumbing and Heating Installations 
Electric Wiring and Fixtures 
Porch, front or back 


/ 


Drive out Buford Highway to Clairmont Road, turs 
lefe to Clairmont Terrace. Or phone Etheridge & Vanne- 


To Perkerson Park, drive out Sylvan’ 
' -ewater. Or phone Adams-Cates 


~ Southeast Cotton Growers Regain 
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Aid of 50 


By JOSEPH K. HEYMAN 


Losses With 


Allotments 


Southeastern Business Consultant 


Better. 
The 


present to staple growers in the Eastern Cotton Belt. 
Santa’s visit will mean a re 


ys are here again for most Southeastern cotton farmers—at least for a while. | 
t favorable vote on Government allotments for 1950 was a real Christmas Mission Board of the Southern 


versal—perhaps temporary—in the 
long-run shift in cotton production 
from the Southeast to the South- 
west and Far West. 

Under the 1950 allotment pro- 
gram, the Southeast will get a 
much bigger share of the cotton 
market than in 1949. 


Big reason is that the formula 
for figuring 1950 acreage allot 
ments is based, not on 1949 (a 
bad year in the Southeast), but 
on earlier years, which were bet 
ter years locally. 


Result'is that Southeastern farm- 
ers in 1950 will get an acreage cut 
of only 14 percent from 1949. In 
the Southwest the cut will be 23 
percent and in the Far West, 37 
percent. 

In terms of anticipated bales, 
the contrast is even sharper. The 
Southeast ought to raise four per- 
cent more cotton next year than 
in 1949 despite the cut in acreage 
~—if production yields get back 
anywhere near to normal. 


C 


SHIFTS IN COTTON PRODUCTION 


New Offices “ 
For Plantation 
Pipeline Soo 


the Healey Building to the recent- 
ly enlarged building of the Home 


Baptist Convention at 161 Spring 
St. N. W. 

Charles R. Younts, President of 
Plantation, said the move will be 
made between Dec. 29 and Jan. 
2, and the new quarters will be 
ready for business Jan. 3. 

Offices are among those in the 
five floors recently added by the 
Baptist Board to its building. Plan- 
tation will occupy the top three 
floors with executive offices, dis 
patching and general engineering 
and administrative work. 

Employing more than 100 per- 
sons here, Plantation transports re- 
fined petroleum products in lines 
extending from Baton Rouge, La., 
to Greensboro, N. C., carrying over 
4,000,000 gallons of products daily 
to oil companies in the seven 
States along its route. 


Insurance Firm 
Promotes Dobbs 


The Southwest and the Far 
West, on the other hand, face 


INSURED 


SAVINGS 
Current 


3% Rate 


Mail Accounts Invited 
HOME LOANS 
Prompt Service 

Peachtree Federal 

Savings & Loan 


Association 
3045 Peachtree Rd., N. €.) 


deciines in output — based on 
normal vields—of a precipitous 
35 percent. 


Over the past half century, 
there has been a sharp shift in 
cotton production away from the 
Southeast. The extent of this 

shift is shown in the accompany- 
| ing chart. 

In 1899, about 63 percent of all 
U. S. cotton wags grown in the 
eastern belt. By far the biggest 
slice of the cotton pie was ac- 
counted for by the bloc of States 
running from Louisiana and Mis- 
sissippi east and north through 
the Carolinas and Virginia. 

The next 30 years saw a distinct 
change, however. By 1929, the 
Southeast’s cotton output had 
slipped from 63 percent of the 
U. S. total to only 52 percent. 


increased their production from 


Atianto 
EXchange 1511 | 


| total. Also by 1929 the high- 


Files for Year-end 


Transfer eo | Reports 


CARITHERS-WALLACE-COURTENAY 
17 Houston Street, N. E. WAlnut 9200 


And to Each of You a Happy Holiday! 


Every time you step in this door you'll find a 
~ friendly, weloome. We enjoy helping you plan with 
- Pegular savings for the things you want—for the 

secure future you desire. 


39 


current rate 


DEKALB COUNTY FEDERAL 
Sanings > Loan Asociation 


Pyne 121 E. , 
SEES. PONCE DE LEON AVE.A”..* 


B INSURED by . 
cate DECATUR,GA. 


SHEPARD BRYAN, Chairman of the Board 
BONNEAU ANSLEY, Pres.; C. PAYNE McMURRY, Exec. V. P. 


> 


GET SET FOR THAT RAINY DAY 


Like an umbrella against worry and want, 
your savings account here will protect you 
in emergencies. Start saving now, add a 
little every pay day. Your savings here 


are insured. 
3% 
Current Rate 
Open an account with “Georgia's Oldest Federal” 


‘FULTON COUNTY FEDERAL 
SAVINGS AND LOAN ASSOCIATION 


26 Pryor St. LA. 2686 
WILLIAM M. SCURRY C. M. MeCUTCHEON 


: HOLLls MORRIS 


Major gains were made in the | 
| Southwest, where cotton farmers | 


37 to 45 percent of the national | 


yield, irrigated acres of the Far — 
West were casting a shadow por- 
~ tending their future importance 
in the staple business. 

Climax of the ‘iong-run trend 
against the Southeast came this 
year. | 

Twenty years ago, who would, 
have predicted the following cot-| 
ton facts for 1949? : 

1. The Southeast’s share of | 
_ the total crop dropping te only 
one-third; 

2. Texas alone producing more 
than all of the Southeastern 
States combined; 

3. California’s output exceed- 
ing every eastern Cotton Belt | 
State except Mississippi and 
running ahead of the combined — 
production of the two old stal- 
warts—Georgia and South Caro- 
lina; 

4. Ariz turning out 500,- 
000 bales, Or about 10 percent 
more than North Carolina. 

These startling developments oc- 
curred in 1949. 

Of course, 1949 was an unusual 
‘year for cotton growers. It was 
‘excellent for the areas outside the 
Southeast. Acreage was high and 
per acre yields were at near-record 
levels in Texas, Oklahoma and 
the Far West. 

In sharp contrast, most of the 
Southeast was hard hit by bad 
weather and the weevil. The 
Southeastern cotton farmer took a 
bad beating. 

Overall, however, 1949 was a 
big crop year—16,000,000 bales 
coming on top of bumper pro- 
duction in 1948. 

It brought the nation’s staple 
growers face to face with an 
important decision. They had a 
choice between freedom from 
controls or a severe decline in 
| Price. 

On Dec. 15 the cotton farmers 


whelmingly for controls. In do- 
ing so, they gave a big break to 
the Southeast. 

All of the Southeastern States 
will not share alike in the prospec- 
tive gains for 1950, of course. Here 
are preliminary estimates derived 


my (by applying normal good yields to 
fe) (the Federal acreage allotments for 


right, store manager of the 


pany President, at ceremoni 
in Akron, Ohio. 


11922, as agent, 


territorial offices in South Caro- 


voted hard-headedly and over- | 
| evemeneis emesneiion 


\the major 


Appointment of O. C. Dobbs as 


BUSY GEORGIA ~ 


BUSINESS—INDUSTRY— TRANSPORTATION 
FINANCE—AGRICULTURE 
EDITED BY DUPONT SMITH 


manager of the Atlanta Agency Di- 
vision of the Life Insurance Com- 
pany of Georgia gem eas 
wasannounced 4. .%) 3 = 
yesterday by J. @ = 

N. McEachern, i423; 3 
Chairman 0% the “ggg 


Board. # 
Dobbs is now ; 
manager of a 
district office in | 
Atlanta. He : 
will succeed gaa 
Rufus Pritchett, #8 
who retires | 
Dec. 30. 
Dobbs has 
been with the 
company since 


special agent 0. ©. Dobbs 
and district manager in several 


ing and Prof. W. D. Jones, 


efficient way of measuring 


NEW TIME-STUDY METHOD—Miss Mary Mell 


families at the Variety Club rooms.'G en era! Broadcasting 
theastern 


and Josh Kitchens’ trained mon- 
keys and chimpanzees, and Forrest 
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BENTON CITES MODEST START | 
General Elevator's March 
Recalled at Yule Party 


General Elevator’s employees celebrated Friday night 
a double anniversary, the company’s thirty-fifth, and its 
twenty-fifth under presidency of Mike Benton. These anni- 
versaries were combined with the ' secretary and Treasurer. Its plant 


annual Christmas party for offi-|is at 399 Bishop St. N. W. 
cers, directors, employees and their; Benton is also President of the 


and the Sou Fair. 


AT YOUR 
CONVENIENCE! 


Entertainment included Lillian 


12d Margaret : 
Perrin at two 
pianos. 


Benton 
bought into the 
concern with 
$200 of  bor- 
rowed money, 
ne recalled 
yesterday. He & 
became its prin- So 
cipal stockhold- #9 
er and presi- 
dent 25 years 
ago, has seen it 
grow into one 
of the nation’s top four, with manu-| 
facturing facilities in Atlanta to 
serve the Southeast. 


Installations include passenger 


e Insured Savings 


CURRENT DIVIDEND 


tion Staff Photo—Flioyd Jillson 
Flem- 


of the Georgia Tech School 


Constitu 


of Industrial Engineering, demonstrate a new and a more 


an employee’s productivity. 


This method overcomes the disadvantages of the con- 
ventional stopwatch method. | 


TECH PROFESSOR DEVELOPS 


lina, Mississippi and Florida and 


'He became a district manager here 
‘in 1945. | 


He is a director of Atlanta Life 
Underwriters, Chairman of the As- 
sociation’s sales congress this Fall. 
He 
Shriner and a member of the 
Peachtree Road Methodist Church. 
He resides at 2791 Lenox Rd., N. E. 


Douglas To Spend ~ 
Christmas at Home 


iventional stop-wat 


is a Royal Arch Mason, al ith being used 


The method, the first break- 
away in this country from the con- 
ch system, is 
in connection 
the advanced time-study 
course for graduate industrial en- 
gineering dents during night 
classes at the School of Industrial 
Engineering. It is one of several 
research projects recently -devel- 
oped at the Rich Laboratories of 
Industrial Engineering at Geor- 
gia Tech. 


NEW YORK -—-(UP)— Lewis: 


Up to this time, efficiency ex- 


New Time Study Method 


’ 


Avoids Use of Stop-Watch | 


By WELLINGTON WRIGHT 
To advance the progress of the wage-incentive method 
for obtaining greater employee efficiency and satisfaction 
on the job, Prof. W. D. Jones, of the School of Industrial 
as a home office agency official.| Engineering at Georgia Tech, has devised a new method of | 
‘making time studies and for recording the results. | 


distance between successive end- 
point taps on the recorded wire. 


“Comments pertaining to rea- 
sons for wide variations in ele 
mental times are recorded while 
the time-study is in progress by 
speaking into the microphone. 
Also, foreign elements and delays 
are timed and described without 
interference with the timing of 


regular work elements. As the 
itime-study man closely observes 
‘the employee’s motion pattern, he 


Douglas, U. S. Ambassador to Brit- | perts have used the stop-watch to records estimates of the em- 


ain, will leave Doctors Hospital| measure the efficiency of the em- | Ployee’s productive effort.” 


today to spend Christmas with his 


family at Hastings, N. Y., his phy-'nique has lacked precision, both | dustrial 
sician, Dr. Edmund N. Goodman, in timing and in rating, because/years, the last three at Georgia || 


announced yesterday. 


| Douglas entered the hospital or 


Dec. 8 for_an operation “to correct 


‘a vein condition of his legs.” 
| He will leave New York some : 
‘time next week for his Arizona|/onehundredth of a minute. 


ranch where a family New Year 
celebration is planned. - 


producing States in the 
region: 

South Carolina, 14 percent; 
North Carolina, 13 percent; Geor- 
gia, nine percent; 
eight percent; Alabama, five per- 
cent; Louisiana, nine percent; and 
Tennessee, 15 percent. 


ATLANTAN GETS SERVICE AWARD—Donald Lacy, 


Southeastern Division, Re- 


placement Tire Sales Division of the B. F. Goodrich Com- 
pany, receives his 30-year pin.from John L. Collyer, Com- 


es in principal headquarters 


Mississippi, | 


'ployee on the job. This tech- 


‘it was necessary for the expert to 
‘stop the measurement in order to 
‘write down a record of the pro- 
seeding. In addition,. the stop- 
‘@atch method is accurate only to 


To remedy this situation, Prof. 
Jones has devised a method which 
has greater precision, is accurate 
‘to one-thousandth of a minute and 
‘thus obtains for the employee 


greater income from a greater 


wage incentive. 
Prof. Jones 
‘portable wire recorder adapted 
for time-study use. 


the desired information without 
the delays incident to the stop- 
watch method. 

“In timing the employee, the 
time-study man merely taps the 
back of the microphone at the 
end of each element of work, 
‘using a tapper worn on the fore- 
finger of the hand holding the 
microphone,” Prof. Jones  ex- 
plains. “Each end-point tap is 
identified on the play-back by the 


durations of the individual ele- 
‘mental occasions are later meas- 
ured by converting into time the 


ACCOUNTS INSURE 


Never Less Than 


3% 


Since Organized in 1929 
LEGAL FOR TRUST FUNDS 
Out-of-Town Accounts Welcomed 

Chas. V. Minor, President ' 


HOME 
BUILDING & LOAN ASS'N 


| GROUND FLOOR PALMER BLOG. 
| 33 Forsyth St., N. W., MA. 9932 


Atlanta 3, Go. 
“Serving Our Community Since °29” 


UP TO 
$5,000 


Waldes Zipper 
Depot Announced 


of zippers, has announced the 
‘opening of a warehouse and office 
,at 248 Spring St., N. W., to handle 
‘sales and service and maintain 
'stocks of Waldes zippers for im- 
‘mediate shipment. 

George Waldes, in charge of 
-Waldes sales and production, said 
the move is in recognition of the 
rapid growth of the Southeastern 
area as a volume producer of 
clothing. Lewis Sales Company 
'is the selling organization for 
| Waldes. 


Envelop Firm 


year in business, one hundred 
employees of the Atlanta Envelope 
‘Company, commercial® envelope 
manufacturers, were treated to a 
dinner dance Friday night in the 
Legion Hall at Avondale. 

Christmas presents for all em- 
ployees of the pioneer manufactur- , 
ing concern founded by Sigmund | 
Guthman were distributed at the) 
annual 


*| 


Waldes Kohinoor, Inc., of Long) 
Island City, N. Y., manufacturer 


Honors Personnel 


Celebrating the concern’s s5th_ 


| 


PAID LESS THAN 


SAVINGS 


j Wes 


22 MARIETTA ST.—MAI 


BUILD Security BY Vqyings 


WE HAVE NEVER 3% 


per Gnnum 


ATLANTA FEDERAL 


AND LOAN A 


Og 


| 


| 


Lege! for Trust Funds— 
Accounts by Mail Solicited. 


C 


SSOCIATION 
naa fuctitetion 


f sari ~ ; 


NM FLOOR-—CYpress 8422 


uses a standard 


By using this | 
technique, he makes a record of. 


Engineering for five 


Tech. 


QUALITY GUARANTEED 


RUBBER 


FOR EVERY 
COMMERCIAL AND 
INDUSTRIAL NEED 


HOSE, GASKETS, TUBING, 
MOLDED AND EXTRUDED 
APRONS, GLOVES, BOOTS, 
RAINWEAR, “SPONGE 
FOAM, BELTING, MATS 
AND MATTING FOR ALL 
REQUIREMENTS 


SAVES TIME & FREIGHT 
JAX RUBBER PROD. CO. 
OF ATLANTA 
South’s Largest Rubber House 
425 Morietta St.. NW. AL. 6720 


—— 


THE 
OFFICERS, 
DIRECTORS 
AND 
EMPLOYEES 


OF THE 


; 


Prof. Jones has worked in In-'} 


and freight elevators, dumb- 
waiters, and elevettes. One of its 
largest jobs, at Oakridge, Tenn.., 
atomic headquarters, required 
three years. Hospitals, office build- 
ings, state capitol buildfngs, li- 
braries and store buildings in At- 
lanta and over the Southeast have 
its installations. Benton said total 
sales of the company this year will 
pass $750,000. It works closely 
with General Electric Company in 
installing its equipment. | 

Ralph Ricketts is Vice President | 
in charge of construction; Gordon 
Race, Vice President in charge of, 
ngineering, and Tom Godfrey,’ 


3% Per Annum 


e Safe Home Loans 
FREE APPRAISALS 
ASSETS OVER $13,000,000.00 


Phone, Call or Write 
J. L. R. BOYD 
retary and Attorne 


Sec 4 
48 Broad St., N. W A. 6619 


Open Mondays Until 6 P. M. 
HEAR WAGA SUNDAYS 1:30 P. M. 


Ph at 
Your Idle Diamonds Can Earn 6% 


Diamonds in unsafe bureau drawers or costly safe 
posit boxes are a liability. Put them to work 


- _-—_~--- eee ee ee ee 


de 
ee— 


MR. ERWIN HENDERSON 
103 Peachtree St.. N. E. 


ER am 


| INVEST THE INSURED WAY 
— with profit! 
| Invest your money where liberal dividends are 
‘| credited every six months. Inquiries are invited. 
Up to $5,000 your Sav- 
| ings are permanently 
i insured against loss by 
| : an instrumentality of 
| . the U. S. Government. 
. . 

It is even possible for 
man and wife to have 
up to $15,000 all in- 
sured against loss. 
Why not come into our 
office today and let us 
tell you more about our 
insured Savings Plan? 


S| %, PER 


ANNUM 
Current Rate 

Accounts opened by 10th of month 

earn dividends from the Ist. 


Formerly The Northside Building & Loan Assn. 


NORTHSIDE FEDERAL “83s. 


ASSOCIATION 
310 Rd. (Buckhead) ' 


ew eee — eee 


} 
' 


| 


Georcia Savincs Bank & Trust Go. 
Wish You A 


: Merry fe ristmas 


(Editor’s Note: Another in 


hi / ss 
yi oy 
i sth, Lie 


Legislature. 

The issue presents ticklish prob- 
lems of political strategy and pub- 
lic policy for Governor Talmadge’s 


e. 
One of Talmadge’s top campaign 
pledges was to take road-building 
out of politics. In last Winter’s 
Legislature, lawmakers scrapped 
over a number of reorganization 
plans but none was : 
The Administration is deter- 
mined to throw all its punches: 
to get something done in the As-; 
wae |sembly convening Jan. 16. But 
. |what? 

: Talmadge leaders themselves, 
t now, are divided between 
two plans as the best “party line” 
for their followers. | 
One of these, approaches calls 
for a constitutional amendment for 
a five-man highway commission, 
appointed by the Governor for 
staggered terms so no single ex- 
ecutive could dominate it. This 
commission would have complete 
control of the Road Department. | 
A second proposa] advanced by) 
Talmadge chieftains is a three-man 
board, elected by a caucus of leg- 
‘islators from three districts in the 
‘State. This plan would be cnacted 
iby law—not a_ constitutional 
amendment. Thus, it could be 


’ 
' 


’ 
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INTERNATIONAL NURSERY—San-Teh Liu doesn’t 
know any English, and doesn’t netd any, as he enter- 


Talmadge Leaders Split 
Over Z Highway Plans 


a series of weekly articles out- 


lining top issues facing the Georgia Legislature in January.) 
| By CHARLES BARRETT 
Associated Press Staff Writer . 
A battle over long-delayed highway reforms is brewing. 
as perhaps the major struggle in next month’s Georgia y 


Trends 
In 


Dixieland 


JOHN R. HENRY 


By 
INS Staff Correspondent 


~hris’mus’ gif!” ... 

That typical Christmas greeting 
echoes igain on this Yuletide 
morning through the Southland, 
where it originated. 

Undoubtedly there are those 
who interpret the words as 
merely another indication that 
Christmas now is purely a »res- 
ent-swapping commercial fiesta. 

There are facts and figures in 
Dixie, however, which disprove 
the pessimists’ theory that Christ- 
ong has become grossly materi lis- 
ic. 

Churchmen, railroad officials 
and postal authorities join in tell- 


$613 Is Added 
To Opportunity 
Fund of Hope 


_ Contributors 

tion’s Opportunity Fund 

included the following: 

Internal Revenue Agent 
in Charge’s Office 

Sgt. Pressley, 

National Guard 

rs. W. Frank Gordy 

| H. F. Decount 

Geo. P, Freeman 


$ 87.50 


25.00 
25.00 
25.00 
20.00 


J. E. Salmon 
Deney Scadian 

“A Friend” 

Mrs. B. A. Warlick 
Mrs. Earl R. Slider 
Ralph N. Yeargan 
— H. Beckett 


E. A. Stead 

Mr. and Mrs. Harold Hamby 
G. E. C. 
Milady Shop 

J. Hugh Combs 

'E. R. Craighead 

‘D. W. Waits 

Mrs. Wm. S. Spiker 
Anonymous 

W. S.C. 

Congel A. Campbell 
Mrs. J. E. Stewart 
Ruth Parker 

‘Mrs. M. P. 

L. H 


Mrs. J. C. Hancock 
Rm. Ee 

E. R. Schoen 

K. G. 
R. M. J. 

Mrs. Esther Veal 
‘Mrs. L. S. Tyson 


10.00 


10.00 
10.00 


10. 
10.00 


10.00 


5.00 
5. 


5.00 
5.00 
5.00 
9.00 
9.00 
2.00 
5.00 
5.00 
5.00 
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to The Constitu- 


26.00, 


10.00 HARDMAN, Mr. William 


10.00 


10.00. 
10.00 | 
10.00; 
0.00: 
10.00; . 
5.00| West View. Awtry & Lowndes. 
00, 
5.00 


» who passed 
today, Dec. 1947. 
trom God thet Dent | 


hn L. Henderson officiating. In-, 
terment, Mt. Zion . Mar-. 
tin-Rainwater Funeral Home, Dal-| 
las, Ga. | 


The friends and relatives of Mr. 
and Mrs. William Henry Hardman, 
Mrs. Lema Richardson, Stone 


Mountain, Ga.; the nieces and 


' 
' 
' 


nephews are invited to attend the Bl 


funeral of Mr. William Henry 
Hardman Monday, at 1:30 o'clock 
from the chapel, Rev. D. D. Harris 
officiating. Gentlemen selected to 
serve as pallbearers will assemble 
at the chapel at 1:15. W. D. Luckie| 
Lodge F. & A. M. No. 89 will of. 
ficiate at the grave. Interment, 


BASS, Mr. James Franklin—of 
Villa Rica, Ga., Rt. 1, died Satur- 
day. He is survived by his wife: 
mother, Mrs. J. H. Bass; sister, 
Mrs. W. J. Daniell, of Mableton, 
Ga.; several nieces and nephews. 
Funeral services will be held to- 
day (Sunday) at 11 o’clock from 
Little Vine Baptist Church, Car- 
roll County. Rev. George Jones 
will officiate. Interment, church- 
yard. Pallbearers selected please 


> 
— 
: 

t , 

FUNERAL NOTICES ' 


WHITE—The friends and relatives 
of Mr. C. L. White, Miss Beatrice 
White, Rev. and Mrs. Jessie War- 
wick, Shadydale, Ga., are invited 
to attend the funeral of Mr. C. L. 
dy,| White Monday, Dec. 1949, at 
2:30 o’clock at Spring , Dr. Ru- 

N.'tus Wicker officiating. Intermen 

> Crest Lawn. The nephews 

aY serve as pallbearers. H. M. Patter- 
are in- son & Son 


ADDY, Mr. James G.—The friends 


fin, Ga. 


COLE, Mr. J. 
reiatives of Mr. and Mrs. J 
Cole, Misses Lajuana and 


Butler, Barn 

Rob—Friends and|Mrs, J. U. McKoon, 
. Roband Mrs. Gus Bridges, Mr. 
Miriam Mrs. Roy Bridges, Mr. and Mrs. 
Cole, of Newnan; Lawrence Cole, Bridges, Mr. and Mrs. Otis Bridges, 
Newnan; Mrs. J. M. Cole, Bow- Sharpsburg. The funeral services 
don, Ga.; Mr. and Mrs. J. H. wil} be held Sunday, Dec. 25, at 
Cole, Newnan’ Mr. and Mrs. L. p. m. at Sharpsburg Baptist 
edsoe, Arnco; Mr. Herman Cole, Church. Dr. John Faulkner will 
College Park, Ga., are invited to officiate. Interment in the church 
omg? — —— — me" J. Rob cemetery. J. U. McKoon & Son. 

ole Monday, . 26, at 11 a. m. " aay =a 
at the First Baptist Church, New--DAVENPORT, Mrs. = 2 ag 
nan. Rev. Irvin Phillips and Rev, Dec. 24, 1949, phen se ary by 


1 Caldwell and Dr. L. O. Leavell] Norcross, Ga. 
oy ciificiate ~ anaceaongg m. Cake re _ Tae A. oe 

“* Cemetery, Newnan. J. U. Mc- Mr. W. C. port, rcross, 
og ‘Ga.; Mr. M. H. Davenport, Arling- 


ton, Va.; one daughter, Miss Rena 


SMITH—The friends and relatives Davenport, Norcross, Ga.; one 
of Mrs. Charles E. Smith, Mr. and granddaughter, Miss Joyce Lanier 
Mrs. W. C. Adair, Mr. and Mrs. J.\Davenport, Arlington, Va.; three 
W. Pruett, Mr. and Mrs. W. P. sisters, Miss Lillie Hewitt, Mrs. 
Stanley, Greenfield, Ind.:Mrs. Cora Willie Carlsen, Atlanta, Ga.; Miss 
Casey, Mr. Charles Baxter, both of Ruby Grogan, Norcross, Ga.; three 
Jeffersonville, Ind.; Mr. and Mrs. brothers, Mr. R. G. Grogan, Mr. 
Nancy Sue Strahl, Greenfield; Dr. W. H. Grogan, Norcross, Ga.; Mr. 
and Mrs. M. C. Adair, Washington, R. F. Grogan, Jacksonville, Fla. 
Ga.: Mr. and Mrs. F. R. Adair, Funeral service will be held Mon- 


Philadelphia: Mr. Jefferson Pruett, day afternoon at 3:30 from Nor- 
Methodist Church. Inter- 


changed every time the Legisla- ing the story of Christmas as a day James E. Chapman 

ture meets. of brotherhood, joy and peace. If; The J. E. Powell Family 
Either scheme proposed by the|such a group appears an unusual _N.S., Jr. 

Governor’s office would clash|admixture of people, then let us| W.-H. Timble 

head-on with a complex and/proceed with explanation: 7. a 


seeping reorganization program HOME AND FIRESID E— (‘Adele V. Janko 


for which State Sen. Knox Ghols-, 
t ms.| Folks of the South, at least, be- |E. W. F. 
on of Comer is beating the drums lieve that the place to be on |In memory of C. T. C. 


meet ; _m. Mr. James Pruett, and the great- cross 
Roy Sevie oe ee poet grandchildren are invited to attend ment, Norcross Cemetery. The fol- 
Georgia. the funeral of Mrs. Charles E.\lowing gentlemen will serve as 
—— —— Smith Monday, Dec. 26, 1949, at pallbearers: Messrs. V. L. Nesbit, 
DUPREE, Mrs. Carl—Funeral 3:30 o'clock at Spring Hill, Rev. B.'L. D. Ewing, M. P. Garner, W. G. 
‘Services.for Mrs. Carl Dupree, of| Frank Pim and Rev. D. C. Starnes Kent, Jack Grogan, Jack Carlsen, 
'« ayetteville, Ga., will be held Sun-| officiating. Interment, Greenwood. |Curtis Nesbit, Ralph Norman. F, 
day, Dec. 25, at 3 p. m., from! H. M. Patterson & Son. ‘Q. Sammon Funeral Home, Nor- 


tains his gursery playmates at Emory University. 


EMORY YOUNGSTER NO BOTHER 


san-Teh Isn't Worrying 


worn 


Oo ooo 


22 ooo 


‘cross, Ga. 


And, admittedly, Gholston has 
powerful support. 

Both camps agree that the High- 
|way Department has been a happy | 
‘hunting ground for politicians. | 

Some observers see this pattern, 
merging: 

To carry out his campaign 
pledge, Talmadge will launch a 
fight for his five-man _ constitu- 
tional board appointed by the Gov- 
ernor. This measure already is 
pending in the House. 

But, to pass a constitutional 
amendment, he must win a two- 
thirds vote. Chances of this are 
doubtful, especially in the Senate 


About Things at Nursery 


What would you do if suddenly you had to care for a 
four-year-old Chigese child unable to speak a word of e 
English? ; 

That’s the problem every day at Emory in the nursery 


are invading the plots and 
eating the flowers as fast as 
they grow. Hunters are check- 
ing their license to determine 
just when is the open season 


for students’ children. : 
The presence of San-Teh Liu 
GRAVEYARD RABBIT does not disrupt the nursery at all, 
according to Mrs. John Collette, 
, wife of a _ premedical student. 
IS REALLY A PEST “When you have 24 youngsters on 
your hands,” she laughed, “one 
SSM obesliencs of thst ‘more is... well, just one more.” |where _Gholston has marshaled 
left hindleg, generally conced- |, ,“[4 this boy catches on quick-|most of his strength. | 
éd to be a good luck token, is dy, Mrs. Gene Metts, wife of a) If the constitutional plan passes, 
proving to a bottleneck to /|@ental student, offered. “The sec-| Talmadge would be happy. If it! 
jot owners at the Morning Side (094 day he was here we had all-|doesn’t he could say he tried his 
Cemetery in Rochelle. day suckers for the children. Now best. 

When the city officials’elect- h@ asks for ‘sucker’ just like the; Then the administration could, 
ed to furnish water lines (Test. — switch to its second plan, the 
throughout the cemetery, a | Dropping his toy, San-Teh sidled three-member board elected by the 

number of persons immedi- Over. Holding his hand to the | legislature. This proposal first was 
ately started planting flowers (Photographer he inquired hopeful-/offered by Senate Floor Leader 
on their lots, principally pan- {ly, “Sucker? Thank you. Sucker?”| Crawford Pilcher to kill the Ghol- 
sies. Now, worrisome rabbits |_ “No, no,” »rotested Mrs. Julian |ston Plan in the Senate last year. 
‘Jones, wife of a dental student) It already has passed the Senate 

and third member of the trio of and is pending in the House. Thus. 

“nursery workers. “No suckers.” ‘if Talmadge were to adopt it, he 

San-Teh promptly lost interest | probably could push it through the 
‘in the visitors, went back, recov-|House and avoid any encounter 


Christmas Day, whenever pos- 
sible, is at home, close to loved 
ones, 

This is borne out by the testi- 
mony of the lady who works in 
the bustling ,ailroad terminal 
of Atlanta, a plexus point of 
Southern travel. Mrs. G. W. 
Langley said: 

“During the Christmas season 
we have to look up information 
on train sc.edules into little 
towns over the South that are 


just about forgotten for the rest | 


of the year. People are rushing 
home these days for Christ- 
mas.” 


TRAFFIC UP—Atlanta rail and’ 


air line officials report that pas- 
senger business throughout the 
Southeastern States ih hitting high 
marks for the year. 


Extra cars have been added to’ 


several of the Southern Railway 
trains ,according to the Assistant 
Passenger Traffic Manager, G. M. 
Lawrence. He explained, however, 
that streamlined passenger trains 
are unable to include extra cars 
because the trains are made up 
as special units. Additional cars 
would increase the load and throw 
the trains off schedules. 


Indication of how Southerners | 


‘Ebenezer Methodist Church, with) —- 
‘Rev. J. T. Looney officiating. She| EDGERTON, Mrs. Agnes Thomp- 
son—The friends of Mrs. Agnes 


is*survived by her husband; moth- 

ex, Mrs. Dora Hardy, Jonesboro, Thompson Edgerton, Bobby Edger- 
Ga.; two sons, Earl and Carl Da- ton, Mr. and Mrs. P. M. Coleman,) 
vid Dupree; one daughter, Betty Mr. and Mrs. A. D. McLendon, 
Dupree, Fayetteville, Ga.; two sis Mr. and Mrs. O. W. Johnson and | 


ters, Mrs. Anna Gazaway, Jones- Mr. and Mrs. Oswell. Thompson 


N. A. T., Jr. ‘ 

-— W. T. Hardage, Sr. 

F. P. M. 

'B. S. Rods 

A. I, Chambers 

Mrs. Julia D. Webster 

B. W. Moody 

Julius McLendon 

In memory of Miss 
Alice C, Hodnett 

E. B. L. 

H. P. L. 

iD. E. S. 

Cash 

‘Mrs. Jess Coleman, Jr. 

David and Martha Beun 

| Richard M. Fried 

‘Mrs. L. C. E. 


D9 TO OH CCA EH CAEN OH EN 


Fayetteville. Interment, church- of Mrs. Agnes Thompson Edger- 
yard. Mann Funeral Home, Jones- ton Monday afternoon, Dec. 26, 
pore, Ge. | 1949 at 2 o'clock from Capitol 
WILSON, Mrs. C. Pai 90 years, View Baptist Church, Rev. W. Lee 


passed away at her residence near CUtts, Rev. B. Frank Pim, Rev. 


Lawrenceville, December 23, 1949. Prem Fianna iy «wll me 
She is survived by one son, Mr. 


. . terment, West View Cemetery. 
W. F. Wilson; two grandchildren, Remains will lie in state at the 
Mrs. Henry Robison and Charles! church from 1 to 2 p. m. J. Aus: 


; 


boro, and Mrs. Catherine Butler, are invited to attend the funeral 2%: 


BRYANT—The friends and rela- 
tives of Mr. and Mrs. Vernon’ L. 
Bryant, Mr. and Mrs. G. W. Col- 
ston, all of Chattahoochee; Sat. 
and Mrs. J. B. Brannon, Germany; 
Miss Lillian Bryant, Mr. and Mrs. 
E. Brown, Mr. and Mrs. Theo 
Tate, Starksville, Miss.; Mrs. Van- 
cie Perkins, Mts. Cereta Wilde, 
Miami; Mr. and Mrs, O. E. Bryant, 
Mr. and Mrs. P. M. Bryant, and 
the grandchildren are invited to 
attend the funeral of Mr. Vernon 
L. Bryant Monday, Dec. 26, 1949, 
at 11:30 o’clock at Spring Hill, 
Rev. Jon A. Pirtle officiating. In- 
terment, West View, with Bolton 


E. Wilson, all of Atlanta; one great-|,; : % 
granddaughter, Mrs. Eva Hall; one |", Dillon Company, Funeral Di 
great-grandson, Jessie Lec Patrick, : 
Lawrenceville. Funeral services 
will be held Sunday afternoon, 
December 25 at 2:00 from Pros- 


Mrs. L. R. P. 

J. C. Watkins 

Jimmy and Betty Futral 
A. W. Baker 

Mrs. Robert M. Lee 
Bill Patterson 
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WADE—The friends and relatives 
of Mr. and Mrs. G. Lon Wade, 
Mr. and Mrs. C. N. Piper, Mr. 


Lodge No. 416, F. & A. M., in 
charge. The pallbearers will be 
Mr. Paul Howell, Mr. W. G. Me- 
‘Arch, Mr. Ed Meadors, Mr. Harry 
‘Howell, Mr. L. O. Conn and Mr. 
'Grady Grier. As escort, the Past 
‘High Priests of Bolton Chapter 


ooocoeo 


A. B. Ross 

A grandmother 

Mrs. M. G. DeLaRue 
Little Brenda Chester 
Helen H. Almand 
1312 B. 

Jerry Harris 

A Friend 

The Alford Kids 
Cash 

547 Twin O. 
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‘viving 


pect Methodis! Church, near Law- 
rencevi'le, Ga. Rev. Homer Swords 
officiating. Interment church cem- 
etery. Tom M. Wages Funeral 
Home, Lawrenceville, Ga. 


TUMLIN, Mr. W. C.—Age 61, of 


Route 1, Gainesville, Ga., passed 
‘away in a local hospital Dec. 23,' 


1949, following a short illness. Sur- 
“ his wife; daughters, 


and Mrs. George W. Wade, Mr. 
and Mrs. Ralph B. Wade, Mr. and No. 112. -H. M. Patterson & Son. 
Mrs. Raymond B. Wade, Mrs. Liz LESTER, Mr. J. Will—Funeral 
zie Pickens, Marietta; Mr. and services for Mr. J. Will Lester, age 
Mrs. John Wade, ‘Cascade, Mont.; 75, of Atlanta, will be held Mon- 
Mr. and Mrs. Hoyt Wade, Great day, Dec. 26, at 11:00 from Cone 
Falls, Mont.; Mr. Hiram B. Wade, yers Baptist Church, Rev. H 

Mr. and Mrs. Leonard L. Wade, all; Kennedy, Rev. James W. Smith 
of Marietta; Mr. and Mrs. C, Bert and Rev. Judson Jackson officiat- 
Wade, Greensboro, N. C.; Mr. Jesse ing. He is survived by his wife; 
Wade, Nelson, Ga., and the grand- three sons, Mr. W. B. Lester, At- 


on bunny cottontail. 


79 Chest X-Rays 


Made at Monroe 


Constitution State News Service 
. MONROE — Seventy-nine chest 
X-rays were made at the Walton 
County Health Office Wednesday, 
making a total of 291 pictures 
made this year. 

Results of the last quarterly 
X-ray clinic are not yet known but 
of the previous nersons examined 
38 are known to have tuberculosis. 

Five of those having the disease 
are now in the State Sanitarium 
and five others should be in the 
sanitarium, said Dr. Earnest 


Thompson, Health Commissioner. 
Walton County is permitted to 


only 80 persons @ach quar- 


X-ra 
ue to limited funds. Known 


ter 


cases, contacts, suspects, and cer- 


tain other. cases, particularly 


school lunchroom workers, were wee by H. M. Patterson & 


TT 


‘nursery in order to begin work in 


ered his toy and joined ‘is play-| with Gholston in the Senate what- 
;mates. Language seems to make soever. 
‘no difference to 5 dungsters. The trouble is that rieither Tal- 
‘Ars: Han-Hsian| ™adge “nor way » Director, 
uced him in the |%2mes Gillis have been sold yet! 
on the theory of legislative elec- 
tion of the board instead of guber- 
natorial appointment. 

Gillis, for example, might fear tide 
his job would be in jeopardy gerne 
under a district legislative caucus, ,, Dan Sinkler, of the Eastern Air- 

Gholston’s highway machinery !ines Traffic Department, admitted 
would be a 10-man board, elected that foul, foggy weather has han- 
‘by a caucus of legislators from dicapped sky travelers in the 
each of the State’s 10 Congression- South for the past several days, 
‘al Districts. he said, that flights are booked 


hurry. 
| In addition to the general orga- SOlidly. 


| . 
Mrs. Chas. Smith rare: 

. ‘ |nization of the Road Department,| Delta Airlines’ Jim Cobb ex- 
Dies In Hospital | there are hot differences over how|Plained that seven additional 


far the law should go in xing ee — been added to accom- 
Mrs. Ch . allocations to counties and districts'odate the homecoming crowd and 
ie i rene ag eat §'4: ot of highway funds and projects. football fans flocking into Florida 
unexpectedly in a private hospital nr sy neon roads have been for the post-season Bowl games. 
esterday. |passed out unfairly on a political ; 
7 Racin ' basis, goes all-out. He proposes MAILS SET RECORD—Pos- 
| specific formulas to fix the State 
mileage in each County, and to 
provide for dividing highway funds 


feel about getting home for 
Christmas is disclosed in the 
fact that one line runs 10 times 
the usual southbound equipment 
out of Washington before the 
holidays, and an equal extra 
number of cars after the Yule- 


His «niother, 
Chiu Liu, has pl 


the School of Theology. A native 
of Shanghai, she hopes to be the 
first foreign-born woman ever to 
win a B.D. degree at Emory. 
Meanwhile, small San-Teh 
learning American ways in 


is 
a 


arrangements will be 
International News Service that 


on. the Christmas mail handled 


tal authorities in Atlanta told | 


= a a r, — Goa a children are invited to attend the 


; Mrs. John Wade, Cascade, Mont.; 
Gainesville, Ga.; Mrs. B. E. Mar-' : ro , 
tin, of Atlanta, Ga.; brothers, Mr. 92%, Dec. ae at ety pe 
H. H. Tumlin, of Gainesville, Ga.; 2t Spring Hill, Rev. Ww. Ere! 
Mr. Guy Tumlin, of Lithonia, Ga.: £0Td and Rev. Robert Lee O’Brein 
sisters, Mrs. J. E. Owen, of Gaines- Officiating. Interment, West View. 
ville, Ga.; Mrs. R. B. Elliott, of The pallbearers will be Mr. Henry 
| Atlanta, Ga., and three grandchil-\C- Taylor, Mr. H. H. Wilson, Mr. 
J. A. C, dren. Funeral services will be held L. Reeves Cox, Mr. C. O. Garvin, 
Cash Monday, Dec. 26, 1949, at 11 a m. Mr. G. W. Davis, and Mr. B. T. 
| from the New Hope Methodist Brooks. International Brotherhood 


Total Church in Forsyth County. Hu-'0f Electrical Workers Local 632 


$e eet es ‘bert Vickers Funeral Home, are especially invited to attend. 
| Gainesville, Ga. H. M. Patterson & Son. 
Mrs. Edgerton 9([——— 

= * — 
Dies in Hospital 


| Mrs. Agnes Thompson Edgerton, 


ate of 346 Holderness St., S. W..,| 


Mrs. F. J. R. 

Marie McLaughlin 
John M. Gardner 

Mrs. Gene D. Stribling 
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1 AWTRY & LOWNDES 


FUNERAL DIRECTORS 
Free Parking Lot Next Door 


- 


CINDERS 


EAST POINT 
Jones & Hardin MA. 1107 


CA. 2522 + 0646 


died yesterday in a private hospi- 
|tal following a long illness. | 
| Funeral services will be held at) 


2 p. m. tomorrow at the Camp) 
View Baptist Church, the Rev. COLORED) 
B. Frank Pim, the Rev. George gcorT, Mrs. Nannie Griffin— 


(COLORED) bay 
JAMES, Mrs. Leila—of 651 Alpine 


lanta; Mr. J. H. Lester, Covington, 
and Mr. J. L. Lester, Orangeburg, 
S. C.; two daughters, Mrs, J. L. 
‘Kirkpatrick, Mansfied, Ge. and 
Mrs. J. H. Prestage, Atlanta; two 
brothers, Mr. Claude Lester, Con- 
yers, Ga. and Rev. R. E. Lester, 
Barwick, Ga.; five sisters, Mrs, 
Ben Crumbley, Mrs. Greer James, 
Conyers;, Mrs. Jerry Love, Me 
Donough: Mrs. Paul Evans and 
Mrs. Corine Burks, Atlanta. Inter- 
ment, Ebenezer Cemetery. Mann 
Funeral Home, Conyers, Ga. 


MOUNTAIN VIEW 
CEMETER 


Le 


——- 


y 


Boauutiful 


(COLORED) 
JONES, Mr. John Henry—passed 


examined. : 
pet - A native of Memphis, Ind., Mrs. 


Smith had lived in Atlanta since 
1918. She was the widow of 
Charles E. Smith, a former engi- 
neer for the Southern Railway, 
and was an active mmeber of the 
Park Street Methodist Church. 


and projects. 

Both of the administration 
schemes make some moves in the 
Same direction, but they don’t go 
quite as far in tying the depart- 


Jesup Receives 
Clean-Up Award 


Constitution State News Service 


sd 


oe ee 


ment’s hands. 
eg tars Jesup and wayne Surviving are three daughters, 
ounty Chamber of Commerce re- 1.7. MC. Adair and Mrs. J. W 7 

ceived the national award certifi: 5 ett both of Atlanta, and Mrs. ead Injured | 
cate of “exceptional accomplish- yy, ‘Stanley, of Crewfield, Ind.: : | 
ment _—— oo ogee ong sister, Mrs. Cora Casey, of Jef- A 5 ti S t ) 
Up, Paint re hm aC ‘Thon fersonville, Ind.; a brother, Charles S ea Ings e | 
oo cnar om | Baxter, < aanghene iy Ind.; 

a ae satin, ITVe grandchildren and four great- y | E T | 
[Aa Eee ee ae 
the credit with the garden clubs ce & | Brutality marked the beginning 

f Jesup and the Kiwanis club, Clover Planted of Christmas Eve in Atlanta as po- 
= * Eeamonadred the 1949 Clean. lice recorded one shoe slaying and 
Up drive in connection with the) ALBANY — Twenty sclect another severe assault. 
first annual Spring Flower Fes-|strains of reseeding clover was’ Witnesses told Dets. J. F. Helms 
tival. started when Edward Bland, man- and W. M. Holland that Fannie 
=e —— jager of Haley Farms, and J. D. Mae Burns, 28-year-old- Negro of 
twill net be responsible for any dents/Devis, county agent, planted the 115 Courtland St., N. E., 7as found 

JOHN W. ADDERHOLD ‘Crops. a after a continuous three-hour 

| centeemeeneteemmementin reemmemes = eating. 

The woman’s head, body and 

‘legs were covered with marks 

where she had been stomped and 

beaten, detectives said. 

C. C. Davis, 30, of 601 Oak St. 

S. W., was admitted to Grady Hos 

pital with a fractured skull. Police 

Said Davis was kicked in the head 
during a fight at 189 Memorial Dr 
Southeast. 


*? 


City of Albany 
‘Has Cash Surplus 


through the South this year will 
exceed all previous records by 
an estimated ten percent. 

This heavy flow of Christmas 
greetings and gifts, in some 
cases, has thrown trains off 
schedule and loaded aircraft to 
the limit. One plane winging 
into Atlanta this week set a new 
mail weight mark by delivering 
nine thousand pounds of letters 
and parcels. * 

Mrs. G. M. Lawrence, mean- 
while, told how a train she was 
riding this week was held up at 
a wayside stop while mail was 
being put aboard. She recalled 
that a woman passenger decried 
the delay to her husband, who 
replied: 

“Just be patient, Honey: 
we're delayed just a bit only 
because so many people want 
to say ‘Merry Christmas’ to so 
many other people.” 

And that is the Christmas 
spirit which churchmen say 
should prevail. 


SPIRITUAL OBSERVANCE — 
The Rev. Harry Mayes, pastor of 
Sacred Heart Catholic Church in 
Atlanta, explained thaf, regardless 
of whatever materialism you may 
associate with the celebration of 
Christmas, “there are millions who 


the day.” 

Father Hayes continued: 

“The mere fact that people 
do celebarte Christmas shows 


_ that they are celebrating—even 
| uneonsciously .ometimes — the 


M. McLarty and the Rev. W. Lee 
Cutts officiating. Burial will be in 
West View Cemetery. 

Mrs. Edgerton was a native of 
Old Campbell County and had 
‘lived in Atlanta since childhood. 
She was a member of the Camp 
View Baptist Church. 

Surviving are a son, Bobby Ed- 
gerton, Jr.; three sisters, Mrs. 
M. Coleman, Mrs. A. D. McLen- 
‘don and Mrs. O. W Johnson, and 
a brother, Oswald Thompson, all 
of Atlanta. 


at ee ee 


Lavonia Election 


LAVONIA—Voters went to polls 
and elected a Mayor and Council 
man for the year 1950. Only 36 
votes were cast, this being the 
smallest number ever to vote in 
a municipal election heré. There 
was no opposition to the present 
Mayor, Col. Homer W. Gaines. 
For Council, W. C. Loehr, former 
‘newspaper man, wa: elected to 
serve for two years. 


~ WAYCROSS—Extreme caution 
‘in driving, care in crossing crowd- 


‘and discretion in handlipg money 
‘during the holidays was urged by 
J. G. DeLoach, Chief of Police. 


‘maintain the spiritual meaning of im the true spirit of Christmas. 


And that is the spirit of charity 

- and brotherly love which Christ 
began teaching years ago when 
he lay in the Bethlehem man- 
ger in the Judean Hills. 


ed streets, protection of property 


passed at her residence Dec. 22. 
Funeral Sunday at 2:30 p. m., First 
Baptist Church. Jackson Funeral 
Home. taney ae Ee 
VAUGHN, Little Emistine — the 
daughter of Mr. and Mrs. William 
Vaughn, of 773 Wethers Pl., S. W.. 
passed Dec..24, 1949. Funeral an- 
nounced later. Sellers Bros. 
CAMERON, Mrs. Mary—passed at 
her residence, 114 Easy St., La- 
Grange, Ga., Friday morning, Dec. 
23 Funeral arrangements an- 
nounced later. 


| GREER; Master Henry — passed 
‘away suddenly Dec. 24, at Jackson, 
‘Ga. Funeral arrangements will be 


announced later. Trimier Funeral 
Home, dacugon, Ge. s,s 
CLEMONS, Rev. Major—Friends 
and relatives of Mrs. Annie Clem- 
ons are invited to attend the fu- 
neral of Rev. Major Clemons today 
(Sunday) 12 noon, from Fellow- 
ship Baptist Church, Rev. J. L. 
Love officiating. Interment in 
Rocky Mt. Bethel Cemetery. Hill’s 


Funeral Home, Greenville, Ga. 


Hugh Mitchell in charge. _—_ 

BELL. Mrs. Willie Mae—Friends 
and relatives of Mr. Rogers Bell 
and family, of Rt. 3, Fayetteville 
Rd., S. E.: Mr. and Mrs. Vernon 
Austin and family, Mr. and Mrs. 
R. Bell and family are invited to 
attend the funeral of Mrs. Willie 
Mae Bell tomorrow (Monday) at 
1 oclock at Rocky Mount, near 
Norwood, Ga. Interment, church- 
yard. Haugabrooks Funeral Home. 


HARRIS, Mr. Rollie—of 210 Peach 


tree Circle. The friends and rela- 


and relatives are invited to at- 


ating. Trimier Funeral Home, today 
Jackson, Ga. 


and family; and Mrs. Ola Yancey 
are invited to attend the funeral “ 


Pl., passed Dec. 23, 1949, at a lo- away suddenly in College Park 
cal hospital. Funeral announced Dec. 24, 1949. Funeral announce 
later. Sellers Bros. ment later. Banks Funeral Home, 


—— ae 


DAVIS, Mrs. Olevia—of 425 Race GWINN, Mr. Joe Herring—passed 
St., passed Dec. 22. Funeral an- away in Cincinnati, Ohio, recently. 
nounced later. Greenlee Funeral Funeral announced upon arrival 
Home, Gainesville, Ga. of remains. Cox Brothers. 
BROWN, Mr. James—of Marietta, ELLIFORD, Mrs. Emma McLue— 
passed Dec, 23, 1949. Funeral an- Passed away in Toledo, Ohio, re- 
nounced later. Marietta Funeral cently. Funeral announced upon 
Home. arrival of remains. Cox ie ee 
THOMAS, Mr. Suaare—of Stone GREEN, Mr. George—of 95 
Mountain, Ga. Friends and rela-|Dy Grove, S. W., passed Dec. 23, 
tives are invited to attend his fu-\1949. Funeral announced later. 


neral today (Sunday) at Maysfield, Seller s Bros. , 


Ga., at 1 o'clock. Interment, , Mr. s 
churchyard. The cortege will|Pl., S. W., the son of Mr. Green 


leave from the chapel at 9:30 Mims and Mrs. Sadie Mims, passed 
o’clock today. Haugabrooks Fu- Dec. 23, at the residence. Funeral 
neral Home. announced later. Andrews Funeral 


RIGGONS, Mr. Alfred—Friends Home, 116 Ashby St, N. W. 
and relatives are invited to attend| WILLIAMS, Mrs. Mariah—of 
his funeral today (Sunday) from Warm Springs, Ga. Friends and 
Fellowship Baptist Church, Rev. | relatives are invited to attend her 
Glover officiating. Interment,| funeral today (Sunday) at 2 p. m. 
churchyard. Hanley’s Funeral from Truemont Temple Baptist 
Home, Thomaston, Ga. ‘Church, Rev. E. B. Mahone offi- 


eles ete as ciating. Interment, Trinity Ceme 
BENNETT, Mr. Will—The friends tery, Durand, Ga. Hill’s Funeral 


tend the funeral of Mr. Will Ben- #0me, Greenville, Ga. 
nett today (Sunday) at 3:30 p. m. TRAYLOR, Mrs. Fisher Thomas— 
from Zion Baptist Church, Jack- The many friends and relatives 
son, Ga., the Rev. T. J. Ivory offici- 4™€ invited to attend her funeral 
(Sunday) at Fellows 
_ | Baptist Church at 1 p. m., Rev. 
HAMID, Mr. Abdul—of 360 Old M. Alexander, Pastor, and others 
Wheat St. N. E. Friends and rei- °fficiating. Interment in church- 
atives of Mr. and Mrs. Joe Beck Y8™d. George W. Green’s Funeral 
Home, Thomaston, Ga. 


St. Friends and re 


414 Cur 
latives of 


MEANS A SAVINGS OF | AfIBittution State News service 


$205090 


will end 1949 with a cash operat-, 
ON THE AVERAGE $500.00 FUNERAL 


\ added that the spirit of charity, 
ing surplus, City Manager Donald respect of one’s fellow man, joy " ‘family, are invited to attend the mem 
P. Wolfer reported. Figures given; and peace most certainly is not funeral of Mr. Rollie Harris Tues- pers of Progressive Masonic Lodg 
by City Accountant T. J. Williams, | ’ | day, Dec. 27, at 11 a. m. from No. 557, F. A. A. A. Y., are asked ' Wright, Mr. and Mrs. L. M. Turner 
If you are not now a lot owner in West View 
Cemetery, and if you have an immediate death 
in your family. this saving on burial expenses 


he said, showed that for the first) Christianity. Mrs. C. . : ._..|Andrews Chapel, Rev. J. A. Wil- , 'clock are invited to attend the funeral 
11 months of 1949; the City show- | Pastor of the North Avenue. . T. Prior, Madison; |}iams officiating. Interment, 1D aly wee dongle pe ain be coon ies Mr. Charlie Cross tomorrow 
will go far toward 
purchasing a lot in lal Mués, Uy 
HEmlock 6001 


‘tives of Mrs. Bessie Harris, Mr. 


birth of Christ.” And the priest 
‘and Mrs. Harvey Wingfield and 


FUNERAL NOTICES 


“ Mrs. Willie Kine, Mr. and Mrs. Ed 


4 38. Presbyterian Church, the Rev. Ver- Dr. Samuel A. Cartledge, Decatur 
The surplus, the official said,| are invited to attend the funera jlie in state at the funeral home retary. Haugabrooks Funera] Chapel. Interment in Albany, Ga, 


a3 ‘non S. Broyles, Jr., commented 
will be applied to the deficit of that “if it wasn’t for the fact that'0f Miss Sue W. Poullain Monday,’ +1 the hour of the funeral. An-| tome ‘Tuesday. Haugabrooks Funeral 
drews Funeral Home, 116 Ashby) iH 7 


$97,290 which the City had on'Christ’s birthday is bein Dec. 26, 1949, at 2 o’clock at the 
Jan. 1, this year. ‘brated, there would be = cele-|interment in Madison, Ge. ceme- 
‘bration of Christmas at all.” He ‘ery:, Dr. Samuel A. Cartledge 
ARY added: officiating. H, M. Patterson & 
MORTU “I think there is a greater ' : el RR 

search now than ever for the real,| JONES, Mrs. Mattie Banks — Fu- : 
Funeral scvieat ort i White. 92, SPiritual meaning of Christmas.'neral services for Mrs. Mattie 
N. H Ave., N. E.. who died We find more people attending Banks Jones, of Loganville, will peg - ~_ 
FES ge he p anf, fac services during the holiday pe- be held Sunday, Dec. 25, at 2 <o5, ee a a 

“Rutus Wicker officiating. Burial will Tiod.” o’clock at the Bethabara Baptist 

in Crest Lawn Cemetery. , 
GEORGE L. WADE 


tek te Se Peers, Sopeiet the Pollard Funeral Home 
™ ” ~ ea. ot io | for sw 
( WEST VIEW CORPORATION | gg ane 
ae z 


ee ee te 


MRS. CORNELIA 0O. SPAIN, 


MR. AND MRS. J. L. GIBSON, 
Sister and Brother. 
ED) 


ed an operating surplus of $35,638. jjcoln Cemetery. The remains will w ye and Mr. John Thomas, Sec- evening at 7 o’clock at Auburn 
West View Cemetery. 


at 2: 
Dr 
ne 


Mr. J. W. Jones; children, 


Jones, 
Dec. 25, 1941. Sadly missed 


Directors, Mon- away Dec. 
children and grandchildren. 


‘mand Co., Funeral 


' 


‘roe, Ga. 
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JOHN BRADBERRY. 
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ze JOHN RADBERRY 
Poet Low-Rate 


F,. M. WILLIAMS 
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On Sports Department 


(Editor’s Note:: Today is Christmas. Every- 
body is in a charitable mood, including me. I’m 
also in a lazy humor. 


of the sports department, who casts certain re- 
flections on The Constitution’s sports staff, which 
wishes all its friends a Merry Christmas.—J. B.) 


By PARKER LOWELL 


ANTERLOCUTORY PROLOGUE— 

Gazing without prejudice upon the Sports Department 

From our lofty eminence—the Copy Desk escarpment— 

With spirit altruistic we will analyze each member 

Of this August Aggregation that has lingered through December. 


CANDID CHARACTER ANALYST (Hissing between clenched 
teeth—try it sometime): 

That mug so saturnine and solemn 

Which glares each morning from his column 

Is Sports Ed Johnny Brad-ber-ry. 

Let’s probe his per-son-al-i-ty. 

His leer none fear. His manner’s mild. 

He’s kind, they say, to wife and child. 

A Mexican Chihuahua pup 

Endeavored once to eat John up. 

To that event, John points with pride. 

He lives. (He claims.) The poor pooch died. 


VOICE OF SWEET CHARITY: 
What monster comes trampling through tulips and trilliums? 
A dinosaur? Nay. It’s our friend, F. M. Williams! 


ANALYST (coming to rescue): 

Though Williams looms large, fierce and wild, 
Be not alarmed. He’s harmless, child. 
Don't cringe before his crude exterior. 
Your complex need not be inferior. 

This uncut diamond in the rough 

Is not so coarse, uncouth and gruff. 
Distinguishing twixt hits and errors 

Leaves him to face no future terrors. 

His hide like a rhinoceros 

From baseball writings gathers moss; 

But deep beneath his fatty tissue 

There beats a heart of gold. He’ll wish you 
“A Merry Christmas” so sincerely 

You'll learn to love the creature dearly 


VOICE OF SWEET CHARITY: 

See Bulbous Bertram Prather looking longingly at girdles. 

In college days, they whisper, he skgmmed lightly over hurdles; 
But in declining years, Old Bert finds golf far mare exciting. 
The way he plays the game is far more lurid than his writing. 


KIBITZER (Pointing with pride): 

Speaking of golfers or one who golfs, 

We give you, dear readers, our champ, George Rolfs. 
This beaver so eager will gladly compete 

With any opponent he thinks he can beat. 


VOICE OF EXPERIENCE: 

When “Pea Head” Walker coached at Elon College 
That featured football over common knowledge, 
A runt named Charlie, of the Roberts Clan, 

Won Es with ease—a great Four-Letter Man. 

Ine lettes, won for football, we have seen. 

Th: othe three were written by the Dean. 


VOivTE OF SWEET CHARITY: 

Jess Outlar shudders at remarks intended to be cutting— 
The anly guy who ever lost a ball when merely putting. 

Defamers gossip ghoulishly and prattle at great lergth, 

Insisting Outlar is a guy who doesn’t know his strength. 


ANALYST: 
Round Robert Christian often caught in sandlot baseball game; 
But in cafes—behind the plate—that’s where he bids for fame. 


VOICE OF EXPERIENCE: 

In Autumn’s mud when football thud and collarbones are breaking, 
We hope and pray that Tom McRae the sports slot will be taking. 
When fans ask scores, above the roars, Tom’s patiently repeating 
Statistics crisp without a lisp—who’s losing and who’s beating. 

No boy upon a burning deck displayed more cool frigidity; 

Each hectic day finds Tom McRae a model of rigidity. 


TINY TIM (Just staggering back from his annual appearance in 
Dickens’ Christmas Carol—the unsung one, that is): 

Before you seek more victims meek to make your vile attacks on, 

Hark, one and all, pray let me call attention to Jack Jackson. 

A sweet kid he, we all agree. He'll grow up some day, maybe. 


That’s why today’s space _ 
is turned over to Parker Lowell, poet low-rate | 


ote - “ve -“ 
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CHARLIE ROBERTS 
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TECH STARS 


3 Gridders Hunt Duck 
Almost Daily at Dawn 


GEORGE ROLFS 


By F. M. 74 
How do football players entertain themselves during the 


| Off season? 

That has long been one of the 
‘prime questions asked _ sports 
writers, and the answer has al 


ways been the same. 


Different football players do 


different things when their grid- 


iron chores are over. 


Out at Georgia Tech, however, 
three of the Jackets’ biggest stars 
of last season have taken up a new 
hobby. And they have gone into it 
with all the enthusiasm that 
marked their football playing. Ap- 
parently they get just as big a kick 
out of it, too. 

Jack Griffin, end; Jimmy South- 
ard, quarterback, and John O’Neil, 
halfback, could hardly wait for the 
istart of dvtk hunting season this 
‘year, although it was something 
‘almost entirely new to them. 


' It seems that O’Neil, whose par- 
‘ents own a big farm at Huntsville, 
Ala., got a little interested in kill- 
ing duck toward the close of last 
‘year’s season. All Summer and 
Fall he kept telling his dove-hunt- 
‘ing pals, Griffin and Southard, 
‘about it and they decided to take 
it up themselves. 


| As a result, the three boys 


ihaven’t missed many days since 


ithe season opened, arising at 5 
o'clock in the morning and head- 
‘ing for a near-by river to take a 
few shots at some mallards. 


- A ea ee 


But now he’ J pale and far too frail to tote his eight- pound baby. 


UNIQUE CHRISTMAS GIFTS—Dr. James L. Pittman, 
center, an ardent Georgia football supporter, received 
an unusual present frbm two of his Tech friends, Harris 
Robinson, left, and Julius Mackey, right. Taking cogni- 
zance of the Bulldogs’ lack of speed this past season, Rob- 
inson and Mackey had 31 turtles shipped from Florida 


~ we’ve sure had a lot of fun. 


“We have killed only about 15 
ducks all year,” O’Neil said, “but! 
Be- | 
fore this year we confined all our: 
hunting to dove, but now we've 
found duck are just as much fun.” 

The new sport required them to 
get a lot of new equipment, in-| 
cluding hip-boots, decoys, and’ 
“longer and heavier” guns, but 
that hasn’t dampened their enthu- 
Sslasm one bit. 

“As a matter of fact,” John 
drawled, “about the best part of 
Christmas will be when we take off, 
Christmas morning for Hunteville 
and some real duck hunting.” 


Justice and Considine” 


Receive Special Awards 


HENDERSONVILLE, N. C.—() 
-——-The Christian Athletes’ Founda- 
tion has announced All-America 
Charlie Justice of the University 
of North Carolina as the winner 
of its 1949 football award. 

Bob Considine, New York sports 
columnist, won the year’s sports 
writing award. 

Auxiliary football awards went 
to Charlie Thomas and Lamon 
Moates, both members of the Fur- 
man gridiron team. 


| Trapshooting 
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x 


ron Staff Photo—Fioyd Jilison 


for the doctor, identifying each sch of “them as a Georgia 


gridder. 


us 


The 70-pound reptile has Lauren Hargrove 
poms across his back. Both Dr. Pittman and the fabu- 
ous Georgia halfback hail from Fitzgerald and the doc- 


tor is a Georgia graduate. The three men observe Lau- 


ren in Dr. Pittman’s home. 


| Friday, 


JESSE OUTLAR 


- 


GRIDDERS’ GREETINGS—While “ti Poi foot- 
ballers are toiling in sweat clothes for New Year’s 
Day bowl games, members of Georgia Tech’s Yellow 
Jackets are enjoying some wholesome and thrilling pur- 
Suits. At least three regulars on the 1949 squad are 
ardent duck hunters and their holiday greetings are 


pointed at mallards. 
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Griffin, Halfback John O’Neill and Quarterback Jimmy 
Southard, along with Ashford Smith, unofficial caller, 
swing on a string of ducks as they wing past the decoys. 
Lower left, Griffin examines a male wood duck bagged 


before the big ducks began moving. 


At lower right, 


O’Neill sets a stool of new rubber Ariduk decoys in 
preparation for the anticipated action. 


Crackers Sell Gearhart, Kennedy 
Mid-Winter Shoot Slated 


The Southeastern Mid-Winter 
Championship is 
scheduled at the Capitol Gun Club 
Saturday and Sunday, 
Jan. 13-14-15. 

Class championships are sched- 
uled the first day, singles and dou- 
|bles competitions the second day 
‘and the handicap division the 
third day. 


The é program: 


‘high over- all _ amateur, 600 targets. 


Jan. 13—Championships of Classes A, 
and C, 200 targets at, 16 yards. 
14—Singlies championship; 200 tar- 
gets at 16 yards; Classes A, B and C, 
Doubles championship; 100 targets. 

Jan. 15—Handicap championship; 100 
Targets. 

Trophies—Winners in Classes A, B and 
C in class championship; high gun ama- 
teur, high gun tady, winners in Classes 
A, B and C in singles championship; 
winner high gun, runner-up high gun, 
high gun tady in doubles championship; 
winner high gun, runner-up high gun, 
high gun lady in handicap championship; 


Jan. 
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TURTLE NAMED HARGROVE 


Georgia Football Fan 


Gets Rare Yule Gift 


By JESSE OUTLAR 


Dr. James L. Pittman, of 


2966 Howell Mill Road, says 


that he and Georgia Tech’s Bobby Dodd face somewhat simi- 


lar problems. 


ren Hargrove. 
Dr. Pittman’s troubles began as 


a result of a Christmas present 


and appear to be more acute than 
Dodd’s. The Tech coach has been 
quite successful at setting defenses 
to stop great halfbacks, but what’s 
a fellow going to do with a 70- 
pound sea turtle and 30 smaller 
reptiles. 

It’s all a joke—the kind of a 
joke that only the Tech-Georgia 
rivalry produces—and since nei- 
ther team .is in a bowl for the 
first. time in several years their 
supporters have had ample time 
to think up such pranks. 

For the record, Dr. Pittman’s 
enthusiasm for the Bulldogs is sur- 
passed only by Wally Butts. Har- 
ris Robinson and Julius Mackey 

an equal admiration for the 
Jackets. 

Spurred by the fact that Georgia 
wasn’t too fleet afoot during the 
past season, Robinson and Mackey 
had the turtles shipped from the 
Florida Keys and identified each 
of them as a Georgia player by 
painting their names on the rep- 
tiles’ backs. The colors, of course, 
were red and black. 

It was only natural that the 70- 
pounder was named Lauren Har- 
grove since Dr. Pittman originally; 
came from Fitzgerald, Lauren’s’ 


home town. He was also a class-' 00,000 


Neither of them knows what to do about Lau- 


gerald High. And, needless to say, 
Dr. Pittman, like many other Geor- 
gia backers, is counting on Har- 
grove leading the Bulldogs back 
to the bowl scene. 


To make the story complete, the 
doctor didn’t find this gift under 
a Christmas tree—all 71 of the 
turtles were in his bathtub. 


Dr. Pittman thought it was quite 
a stunt and when Robinson put 
his hand on Lauren’s back while 
posing for a picture he remarked, 
“You probably are the last Tech 
man who will ever put a hand on 
Hargrove.” 

He says that: his two Tech 
friends have been unruly since the 
Jackets won this year’s game, 7-6, 
so he’s inviting them to come over 
and inscribe the scores of the big 
game for the next three years 
when Hargrove and the Bulldogs 4t 
whip Tech. 

“I’m going to have Lauren 
mounted,” the doctor said, “and 
that solves my problem. But you 
know I can’t help but wonder what 
Dodd is going to do.” 

To which the two Tech men re- 
plied: “You' ll see.’ 


$4 Million Gym 


Syracuse University’s new $4,- 
gymnasium wij) be com- 


mate of the elder Hargrove at Fitz- pleted during 1950. 
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lal Obtains 
Stars in Cash Deal 


By F. M. WILLIAMS 
Outright sale of Pitcher Bill Kennedy and Outfielder 
Lloyd Gearhart to the Indianapolis Indians, of the American 
Association, was announced yesterday by Cracker President 


Ear] Mann. 

It was a straight cash deal, the 
Cracker chief said. 

“Obviously we have replace 
ments for Kennedy and Gearhart 
in mind, or we never would have 
made the deal,” Mann said. He 


‘didn’t reveal what players he ex- 


| pects to get later, however. 


Gearhart, one of the best fly 
chasers in the league, had two 
stays with Atlanta. 

He was a star of the pennant- 
winning 1946 team, then was sold 
along with Bill Ayers and Earl 
McGowan to the New York Giants. 
He played with the Giants in ‘47, 
was at Jersey City in "48 and came 
back to the Crackers in the deal 
that sent Dave Williams to the 
Giants. 


Gearhart had only a mediocre 


‘year last season. He hit .290 and 


’ 


batted in 86 runs. 
included three into the colored 


bleachers at Ponce de Leon Park, 


Senators Announce 
31 Games for Spring 


WASHINGTON — (7) — The 
Washington Senators have an- 
nounced a 3l-game Spring training 
exhibition schedule. 


The Nats, who finished in the 


The schedule follows: 


March 11-12, Philadelphia 
West Palm Beach, Fia.: March 13, Phila- 
—— (NL) at dvtende, Fia.: March 16, 

New York (AL) at &t. Petersburg Fia.; 
March 17, St. Lewis (NL) eters 
burg 


lando, Fila.; (AL 
Sarasota, Fia.; March 22, New "York (AL) 
at Orlando, Fia.; March 23, Chattanooga 
at Winter Garden, Fia.; March 24, Phila- 
deiphia (NL) at Orlando, Fia.; March 25, 
Boston (AL) at Orlando, Fla.; March 26, 
Chattanooga at Orlando, Fia.; March 27, 
Philadelphia (NL) at Clearwater, Fia.; 
Birmingham at Ortando, Fia.; 
Detroit at Lakeland, Fia.; 
March 31, Minneapolis at Orlando, Fia. 
April 1, Cincinnati at Orlando, Fia.; 
Apri! 2, Lowisville at Ortando, Fia.; 
April 3, Newark at Haines City, . 
April 5, Kansas City at Orlando, Fia.; 
April 8-9, Philedaiphia (s apy at Ortande, 


Fi A } 
na oy te Philadel nie a (AL) a 
™ Raareiee at 


(AL) at 


March 28. 
March 29, 


N 
Cnariotte, ms C5, 


Reidsvi! . +. it 4, Baltimore # 
Reideville, i Md.; orl 15-16, Pittsburgh at 
Washingten, DO. C. 


His 14 homers. 


the only Southern League player 
ever to perform that trick. 

Lloyd is playing Winter ball in 
Cuba. 

Kennedy, who won 20 games 
for the Chattanooga Lookouts in 
1947, never attained the stardom 
expected of him in Atlanta. 

He won only 8 while losing 11 
‘ast year, although several of his 
iosses were close. 

His earned run average was 3.94, 

Gearhart is a native of Dayton, 
Ohio, and Kennedy lives in Alex- 
andria, Va. 


Marvin Bell Resigns 
Job at Marquette. 


MILWAUKEE — (4) — Marvin 
Bell has resigned as end coach of 
the Marquette University football 
team, Athletic Director Conrad M. 
Jennings said yesterday. 

Jennings said Bell had informed 
him three months ago of his inten- 


_tion to resign and take advantage 


of an opportunity to enter the in- 
surance business. His resignation 
will take effect April 1. 

Frank J. Murray retired last 
weekend as head coach and was 
succeeded by Line Coach Lisle 
Blackbourn, Sr., who has been au- 


thorized to select his own assist- 


ants. 


me ae 


Lafayette Plays Fordham 
In 1950 Football Opener 


EASTON, Pa. — (4) — Lafayette 
College has announced an eight- 
game football schedule for 1950, 
opening against Fordham Sept. 23. 

The schedule: Sept. 23, Ford- 
ham; 30, at Cornell; Oct. 14, at 
Muhlenberg; 21, at Delaware; 28, 
at Bucknell: Nov. 4 Syracuse; 11, 
at ‘Rutgers and 18, Lehigh. 


Van Buren Best Gainer 

Steve Van Buren, of the Phila- 
delphia Eagles, led National Foot- 
ball League ground-gainers in 1949 
for the third straight season. 
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Marietta Is Puzzle, 
But Canton Isn't 


By 


t the State’s 
into its first 
blurs may come a little more 

The transformation of the State 
high school setup hit the Cobb 
County city at just the wrong time 
as far as basketball is concerned. 
For Anderson has only two letter- 
winners back from his NGIC 
champions of last year, and a re- 
building job will find the club 
battling some of the State’s top 
schools. 


At that, though, things may 


Marietta lost its opener to Cass- 
ville, then defeated Hapeville. 
Since then, the club has won 
over Atlanta’s Murphy and College 
Park and lost to West Fult.a and 
Russell. It looked pretty good in 
downing the Eagles and Rams and 
a few rays of light broke through 
the clouds. 


In these opening games, Sam 
Hensley and Wayne Bishop, the 
two letterwinners, showed to 
best advantage, along ‘ith Bud- 
dy Jones. And, at least one of 
the clubs Marietta defeated was 
a AA organization and a good 
one. 

Anderson’s record of 121 vic- 
tories and less than 45 losses over 
a six year span may not be as 
bright at the conclusion of the 
current season, but don’t count 
the Devils out yet. About four 
months ago, Jim Pressley had us 
all convinced that his Marietta 
football team didn’t have a chance. 
It won the Regional title, remem- 
ber? 


Like That River 


A little north of Marietta, old 
man river—in the form of the 
Canton Greenies—is rolling along. 

You’ve got to stretch your 
memory to recall a Canton bas- 
ketball team that wasn’t good, 
and the current edition is no 
exception. It held nine straight 
victories when it took off for the 
Christmas holidays last week— 
nine victories over good ball 
clubs. 

Canton, which last year man- 
aged 32 victories in 36 starts, has 
already beaten such ball clubs as 
Cumming, Jasper, Smith, Murphy, 
Gainesville, O’Keefe, Grady, Tate 
and Clarkston, and has beaten 
them with an ease which leaves 
future Opponents gasping. 

Marvin Satterfield, Carl 
Denny, Dave Harris and Jack 
Ray are returning lettermen, but 
only Satterfield was a regular 
last time. He’ll probably be the 
big boy as D. T. Smith’s classy 
crew moves into its post-holiday 
season on Dec. 31. 

The Greenies are to be watched. 
They'll play in Regidn 2A, along 
with such folks at Athens, as well 


Harrison Anderson, the soft-talking ex- 
Georgia athlete, has built for himself one of 


High School, but as his 
season as a Class AA team, it appears that the 


JACK JACKSON 


records at Marietta 
lue Devil five heads 


coachin 


often, for awhile anyway. 
oa doomed te the cellar posi- 


At any rate, we'll all know a lot 
more after the tournament, and 
after a couple of weeks of regular 
season play. 


Rebounds 


Wallace Skipper, a five-eleven 


Ramblers this season and is the 
only veteran to return from last 


forward, captains the LaFayette, 


TD CLUB HONOREES 


Waller, Griffis, 


Hunsinger Tops, 


By JACK 


Charlie Waller, who guided De- 
catur to the State Class A title, 
has been named “Coach of the 
Year,” while Brown High’s John- 
ny Hunsinger and Tifton’s Bobby 
Griffis, both All-Southern choices, 
have been selected as the “Back 
of the Year” and “Lineman of the 
Year,” respectively. 

They will be honored at the Sat- 
urday night grand finale of the 
two-day session, along with Au- 
burn’s Travis Tidwell, the South- 
eastern Conference’s top back, and 
Kentucky’s Bob Gain, the loop’s 


+ 
an roy 


no returnees and with a squad 
which doesn’t list a man who has 
naleem, Gutetantion ta te of 
ore. e crop 
rookies is Jim Abercrombie, six- 
two center, who played varsity 
tackle on the football team... . 
Elberten’s top stars seem to be 
Bobbie Wilson, Co-Captain of the 
girls’ team, and Max Cobe, boys’ 
forward. ... Nathan Poag, senior 


forward, averaged 10 points per 
game in Murray County’s first six 
starts. The club lost only to Chat: 
tanooga Central in those outings, 
‘that after it had beaten the Ten- 
snessee team earlier. 


SPALDING WEAK 
Griffin High 
Expects 
Good Season 


s to The Constitution 
Griffin and 


Spalding, two Class 
'A schools in the same city, face) 
‘the 1949-50 basketball season with 
Sean i a oF tg PO te 
‘Wave ex ea s an 
the Wolfpack still climbing the 
long road back. | 

Jack Schiffli, a former Ken- 
tucky Wildcat, is making his 
coaching debut at Griffin High, 
and victories in four pre- 


_ about things to come. 
only team to defeat the Wave thus 
far has been Manchester, a quin- 
tet which has made a habit of 
beating everybody here of late. 
The Wave has ample height to 
carry it through the season. Three 
lettermen are back frem last year, 
and they’re all six feet or better. 
Harvey Mathis and Gene Gresham 
stand six-two and Eddie Handley 
is an even six. They team with 
Lamar Taylor, a fiveeight guard 


Christmas starts have people po re 
e|* 


layed in a high school game ee 


CHARLIE WALLER 
Named Coach of the Year 


best lineman. Coach Bud Wilkin- 
son,. of Oklahoma’s Sugar Bowl- 
bound Sooners, will be the prin- 
cipal speaker. 

Waller has come to be an al- 
most legendary figure over the 
past three years. A graduate of 
Griffin High, Middle Georgia Col- 
lege and Oglethorpe University, he 
went to Decatur as assistant to 
Lewis Woodruff in 1946, and was 
named head coach the following 


ar. 

Since that time, his Bulldog 
teams have won 30, lost three and 
tied two against the best the State 
had to offer. In 1948, they were 
beaten by Fitzgerald in the State 
finals, after winning the North 
Georgia crown, and this past sea- 
son they defeated Tifton with one 


State’s Top Lineman 
of the finest comebacks in Georgia 


who moved to Griffin from Zebu- 
lon, and Paul Westmoreland, up 
from the Bee squad. The latter 
pair, while not as big as the vet- 
erans, boast to burn. 

Out at Spalding Coach Gene De 
tullio looks for improvement over 
the last campaign, but hardly is 


as in the NGIC meet. In fact, they 
might be a good Winter book fa- 
vorite for both events. 


Here at Home 


entertaining championship hopes. (;eorgia, were among the five 
‘The Wolfpack hasnt won a game | Georgians named to the prep All-| 
as yet, losing to “erry, Athens,'Southern eleven last week. Both' 


Milner and Manchester. @# 
Last season’s mark was seven 
wins in 22 starts. 


In Region 3AA—here at home— 
the coming invitational tournament 
will provide the best basis for 
establishing a favorite for the sea- 
son, but there’s already a feeling 
going around that Brown High’s 
Johnny Rebs are going to be diffi- 
cult to get along with. 

Roy Rowlett’s club has been 
impressive in its early starts and 
will do for now as a team to 
beat. But, you can’t count out 
Roosevelt, the defending state 
AA champ; Murphy’s defending 
city league champs, or even 
O'Keefe, the well drilled five of 
Gene Sackett, Bass and Smith 
should win a few, and might 
surprise everybody, but Grady 


Returning letterwinners are 
plentiful, but as Detullio says, 
“We've never had much of a bas- 
ketball team, and so our best boys 
now aren’t equal to those of other 
schools. However, we're rebuild- 
ing and looking to the future.” 

Veterans on hand for this sea- 
son include Frank Moss, Ken 
Newbern, Benny Johnson, Don. 
Boggs and Charles Perdue, who. 
‘make up the starting lineup. Four 


‘of them are better than six feet Courts Redford, of Decatur; Reno 
ll_and the club has adequate! powell, of Eastman; Kenneth Jus- 


ta 

However, a schedule which in: | 
cludes people like LaGrange, Can- 
ton, Perry and Griffin would seem 
to be too heavy for the Wolfpack. 


LOSS OF CHAPMAN 


HURTS 


Perry Off to Fast Start; 


prep annals to win that champion- 


ship. 


Waller has been rumored head- 
ed for a college job since the mid- 
dle of the past season, but no an- 
nouncement has been made. 

Hunsinger and Griffis, the for- 
mer headed for Georgia Tech and 
the latter for the University of 


were All-State choices as Hunsing-|wonger has already performed Brown. They placed five men on' Hinson at guard, Quinton Slaugh- Alliance boxing coach, hopes to) 


er’s club won the Class AA cham-jequally as well as the former the coaches All-State Class AA ter at center, and Backs Bill Brig-|dethrone Carter Morgan’s Boys’ | 
man, 


oe gma and Griffis’ Blue Devils 
ost only to Decatur. 


Hunsinger is a solid 180-pound-; 


er who hit his stride in midsea- 
son and was nearly unstoppable 
after that. 
205, was Georgia’s No. 1 nomina- 
tion for the Southern honor roll. 

In addition, each man who dur- 
ing the season was named “Player 
of the Week” will be guests of 
the club. That lists includes 
Frankie McHann, of Albany; 


tice, of Fitzgerald: Reginald Col- 


of Hapeville; 
Glynn Academy; Charlie Earnest, 
of Cedartown: Billy Reagan, of 
Savannah Commercial, and John- 
ny Lipsey, of Tifton. Hunsinger 
was also accorded that honor dur- 
ing the season, 

The Touchdown party will be 
held at the Ansley Hotel. 


-158-30, and Russell, 48-37 so far, 


. . ss |season State tournament. 
Sa jopen the City League schedule 
Sas | with Murphy, Jan. 5. 


Griffis, who weighs | Robby 


bard. of Hartwell; Cotton Johnson, 
Bob Sherman, of 


JACKSON 


A personable young fellow who has made winning a habit 
|at Decatur High and two All-Southern ball players will be 
honored at the Annual Jamboree of the Atlanta Touchdown 
Club on Jan. 6 and 7 as the top figures in Georgia high 
school football for the 1949 season. 


HEIGHT LACKING 


Lettermen 
Plentiful 


At O'Keefe 


By GENE ASHER P 
O’Keefe Coach Eugene Sackett #355) 


basketball team is, but no matter 3 
what the outcome of the current 
season, he considers his squad the 
greatest he’s ever coached. | 

“It’s the finest team I have); 
ever coached” Sackett said. “They 
are a at bunch, anxious to’ ' 
play, and have all the spirit neces-'; 
sary for a winning team.” 

Six lettermen, including four 
starters from last season’s team 
are back to give much-needed 
strength to the Fighting Irish. 
Freddie Carey, Jimmy Perry, Jim- 
my Nisewonger and Warren Har- 
per were the starters and Nathan 
Bliss and Harold Edwards the re 


serves who played on the 1948-49 
quintet which won only eight 


. & He. << 7 .* atetas’ 
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Year.” 


BACK OF THE YEAR—Johnny Hunsinger, of 
High’s State Class AA football champions, will be hon- 
ored along with Bobby Griffis, of Tifton, and Coach Char- 
lie Waller, of Decatur, as Georgia’s top prep figures at the 
annual Jamboree of the Atlanta Touchdown Club here 
Jan. 6 and 7. Hunsinger was named “Back of the Year,” 
Griffis “Lineman of the Year,” and Waller “Coach of the 
The Club also honored an outstanding player 
and coach each week during the season, 
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=>) |team field, with Brown a photo 
> | finish behind. 


*\ |and other seasoned campaigners 
= |returning, looms as a stout choice | 


= jlooked in this four-day cage pre 


Invitation Mi 
Opens Friday 


Eight visiting teams threaten to shove City League entries 
out of the picture in the preseason Invitational tournament 


which opens at Roosevelt gym Friday night. 


Perry, defending State Class B, 
champion, and Albany, touted as 40 upset — Albany. Sate Sack- 
one of the strongest quintets in ett has Freddie Carey and Warren 
South Georgia, have been Sp wy a <i “y nage _ 
stalled as co-favorites in the 15- the City potas I ym 
to halt the invading Indians 
O’Keefe has won one game and 
lost to Athens and Canto , two of 
‘the toughest clubs in North Geor- 


Brown, with Pepper Rodgers 


five of unknown 
quality draws Grady to round out 
~ po yy myer Grady 
tests 
defending GIAA. on ee ee 
titlist, draws a bye in the seven- peeled still aiming at the victory 
game opening round and is cast Second round games will be 
played Saturday night, with semi- 
‘finals on Monday and the cham- 

(10 |pionship showdown Tuesday. 

a. m.) Trophies will be presented to 
Perry vs. Smith (2 p. m.) first, second and third place 
Cumming vs. Jordan (3:30 \teams. Individual gold basketballs 

p. m.) await the champions and silver 
Chatsworth vs. Murphy (8:30 balls will be presented to the 

p. m.) ‘runner-up team. 


Bass vs. Conyers (11:30 a, m.) | 
2 LETTERMEN 


race and can’t be over: | 


FRIDAY’S PAIRINGS 
Brown vs. Thomaston 


. Sea: 
Sa * eee. ' 
SAS SSeS A "a “ ‘ 


Brown 


* 


ionly Brown, Roosevelt and Bass 
‘survive first day tests. 


‘wise the City boys face tough 


Rossville vs. Grady (5 p. m.) 
O’Keefe vs. Albany (7 p. m.) -aaine 
Rosevelt vs. bye. - 
Experience 

a 
Swede Phillips’ Bass five éraws| Lacking at 
Conyers (4-3) Friday, but other- | . . 
Gainesville 


a i te 
By PICK BUTLER 


in the lower bracket. So it 
wouldn’t be at all astounding if 
s to The Constituten 
GAINESVILLE—With three de- 
feats in as many starts already in 


sledding. | 

Smith (0-3) has the unfortunate | 
assignment of taking on Eric 
Staples’ rampaging Perry Pan- 
thers. Sparked by Billie Gray, six- 


games in 22 tries. 
Sacket‘ says Harper is the most 
underrated player in the city, and 


NO ROUGH WORK YET 


rates him the top defensive man 
in Atlanta. 


Perry could easily win the 
league scoring crown. Thus far he 
scored 16 against Russell, 20 
against College Park, nine egainst 
Athens and 16 against the South- 
ern Tech freshman. 


Sackett calls Nisewonger the 
best all-round and Carey the out- 
standing floor man for the green 
and white. 


_ The Irish defeated Southern 
Tech freshmen, 34-29; Gainesville, 
33-25, and College Park, 55-33, 
and lost to Athens, 74-62; Can 


By LAVELLE 


fit and highly spirited, return 


The Terrors will face their first 
rough work since the Brown game 
this week. Coach C. M. Page’s 
club has undergone only routine 
conditioning since the playoff 


and are slated to meet Albany in 
the opening round of the pre- 
ey 


earned vacation. 


O’Keefe will use a free-lance' Spirits are high in the Glynn 
offense this season. Sackett has,;camp, for as one player put it, 
given the squad a few basic plays “Westfield can’t throw any more 
and taught them fundamentals but,at us than did Brown. We realize 
he’s leaving the rest up to the that the Northern school will be 
squad. “They can call their own several touchdowns favored, but 
plays,” Sackett said. “I’ve taught that won’t matter. We had rather 
them shooting, ball-handling and|be the underdog. The game with 
passing, but when they take the| Brown proved we can be beaten, 
court in a game, they’re on their | but it won’t be easy.” 

Own. | | The chief problem confronting 

The 1949-50 starting five, com-|the Terrors will be the setting up 
posed of Harper, Carey, Nisewon-|of a new offensive, since Westfield 
ger, Perry and Edwards will aver-|scouts saw the Glynn-Brown game. 
age only five-feet-ten-inches in|Too, emphasis will be placed on 
height. Perry and Edwards are the| defense, making for a busy five 
only six-footers on the squad. days prior to the game. 

Despite the disadvantage Glynn will leave for Fort Ben- 


in| 
height, the Irish should do much|ning, where both teams are to be 
better than they did last season./h 


oused, on Friday morning. 
Opal Moon is the only player 
missing from last year and Nise-|during the season and lost only to 


team and nine men on their own 
Region’s first team. Bob Sherman, 
190-pound tackle, was one of five 

Georgians named to the All-South- 
well. Je ern prep squad, while Sonny 
McCauley, Grady M George, 175-pound back, received 


| O'Keefe star. 
| O’KEEFE SQUAD 
Freddie 


, Warren Ha 
Harris, John 


to resume work for their Peanut 
Westfield; Mass., Saturday afternoon at Columbus. 


Spirits High as Glynn 
Drills for Peanut Bowl 


STRICKLAND 


Special to The Constitution 


BRUNSWICK—Glynn Academy’s Red Terrors, physically 


ractice field tomorrow 
owl engagement with 


to the 


one pivot ace, Perry has rolled 
over 12 foes this season and lost 
only to  Irwinville. However, 
Country Child’s Irwinville team 
turned the trick against Perry 
three times. 

Brown figures to take R. E. Lee, 
Thomaston (4-1), in the 10 
. m. game which officially | 
launches the meet. But >| 
coached by Jesse Shaddix, may | oK 


make it close. | , 
Cumming, which has romped to lowed at the hands of powerful 


12 victories, including a decision | 
over Roosevelt, tackles Jordan, of | Pe ~~ and. ies ne 
‘Columbus (1-2). One of Cum-) “vd a SRS we 
pens ear ie p vorok tered last time. They occupy two 
peromt - ag S wes och of the starting berths, with Bobby 
| ; ones, ortner and Hal Grig 
Murray County High, of Chats-))oiding down the others. Speed 
worth, boasting a ni e-one mark,| ay be the chief asset of the club 
could cause serious trouble. Mur- since size is at a minimum and 
ray’s only loss was to Chattanooga ithe club lacks offensive punch. 


the books, and only two lettermen 
back from last year’s squad, 


team seems headed for a dismal 
season, 

The Elephants, minus Jack Rob- 
erts and most of the other 1948- 
49 stars, dropped their opener to 
Buford by a two-point margin, 26- 

Then came a 33-25 loss to 
eefe, of Atlanta, and a 48-27 


of 
a 


game, taking advantage of a well-| 


> . - 7 
x 3.3 


EDDIE McCLAIN 

Set for Peanut Bowl 
honorable mention on that same 
team. 


| All-State choices were End Ed- 


die Dykes, Sherman, Guard Dan 
Spell, and Backs Hillman Rhodes 
and George. Region 2AA choices 


The Terrors won eleven games| Were Dykes and Eddie McLain at| 


ends, Sherman at tackle, Elton 


Lee Owens, George and 
Rhodes. Spell was named to the 
Regional second eleven. 


Glynn will be at its peak 


and is determined to show Georgia 


‘fans just how good it is under fire. 


GUNNING FOR MARIETTA 


cnt ee SC 
ATHENS—Anyone thinking that Athens High isn't takin 


‘mas Eve 
| Undefeated in six starts, the 
Athenians are pointing their fu- 
ture opponents one at a time, but! 
are especially concerned about! 


etta extra-seriously should have been in the gym yesterday to watch the 
practice the Trojans held in preparation for that entanglement on 


Lois of Drive, Hustle Bring Success 
To Undefeated Athens High Quintet 


its basketball game with Mari- 
ecial Christ- 
ec. 30. 


against Montezuma in the Tro- 
jan’s last game to lead the scorers 
on the road trip. Short’s high for 
the year is 18, rung up against 


Central at Chattanooga. Murray 
whipped Central on its home court. 
Central was Murray’s only test 
thus far, but they have walloped| ,ament time rolls around. 
weaker teams by tremendous one-| leven letter winners returned 
sided margins: Fairmount, 45-5,|to the Gainesville girls’ team, but 
Sonoraville, 50-9, and several oth-|it too has had difficulty gettin 
ers. i __|started, dropping both its firs 
Wrat should be one of the/ starts, Buford edged the locals, 
better games is on tap in the lower | 32.30, and Canton rolled ta a 35-25 
bracket with O’Keefe hoping for triymph. 


Starters on nthe sextet are Joan 
IN GLOVES 


JEA Hopes 
To Dethrone 
Boys Club | 


By GENE ASHER | 
 R.H. Hilly, Jewish Educationgl 


NGIC, the Elephants may find the 
going very rough by the time tour- 


reath and Dora Kimbrough. 


' 
' 


Club team in the 1950 Golden 
Gloves, but is doubtful if the for- 
mer professional will get his wish. 
er Benator, his 1949 fly- 
weight champion, has retired from 
the ring and so has his ace middle- 
weight, (mi ) Joe Young, win- 
ner of the U tournament. 

Hilly still has high hopes though. 
He’s his slim chance on 
such seasoned performers as Rich- 
ard Morgan, Hetshel Burkhalter 
and Jimmy Matthews. 

Morgan, a southpaw, may easily 
turn out to be the outstanding 
fighter in the tourney. He scored 
several knockouts during the sum- 
mer and hasn't lost a bout since 
the quarter round of the 1949 
Golden Gloves when he lost on a 
foul. Richard is the hardest- 
punching degen = in the city. 

Burkhalter, a middleweight, is 
city o champ. Although not as 
experienced as some of his prob- 
able opponents, Hershel has im- 
proved with every bout. He hara 
dangerous left hook and can flat- 
ten anyone if he connects. 


FRESH FROZEN 
HORSE MEAT 
IS BETTER 
AND CHEAPER 


Meet veterineriens feed herse 
meet end claim it le better fer 
dogs then beef. At present beef 
prices, horse meet is et least 
one-half cheaper then beef. It ie 
© heelthful © nourishing © easy 
te use © economical * high ie 
food velue. 


A, 
- 


‘ 
. 
— 
3 i 
7 
* 


4 


‘ 


. 


» 


Gainesville High boys’ basketball 4 


Playing in Region 2A and the ' 


Austin, Louise Stargill, Louise Gil- 


teak neahe 


eee ey SNe a Pe gee 


+E ~ 


MOOR, 


Mee 


' Marietta Faces Three 


Marietta and College Park, both| 
top-flight ball clubs from outside) 
this region. | 


Spalding. 


| The 160-pound Matthews could 
_ Top individual scoring mark be- 


well be the darkhorse of the meet. 
Jimmy hasn’t seen much action 


Wins 12 of 


By BOB C 


Perry’s 1949 State Class B champions have racked up an State's 
even dozen basketball victories in 15 starts this 
Ceach E. P. Staples is having his troubles all in one bundle. 


That is the usual story from a 
coach but Staples has a int 
when he says that 
ward Ed Chapman {fs some more 
task. To date, Chapman has been 
a oo gan oag Doe De oo. 

onship aggregation, altho e 
other four regulars returned. 

“Incidentally, Irwinville is the 
only team to defeat the Panthers. 
But that has happened three times 
already this season. The Scores 
were 48-46, 39-36 and 64-54, 

Staples is thankful, however, for 


the return of four-fifths of his| 


starting five, and especially Billie 
Gray, the six-foot-one-inch center, 
Gray has been the sparkplug of 
this season’s offense, swishing the 
nets for 266 points or an average 
of 17 tallies each night. 

Another sharpshooter instrumen- 
tal in the 12 victories is Mac Pay- 
ton, another six-footer. a 


forward, has registered 161 points| Bobby 


for a 10-point plus average each 


fame, 
Chapman's replacement and run- 


LEARN 


Bcing, for. 


F irst 15 Tilfs Opponents This Week 


HRISTIAN | 


ear, but 


ning mate of Payton at forward is 
Herschel pce eng Bobby Sat- 
terfield and Seabie Hixon are ex- 
perienced performers at the guards 
— = been getting the start- 
ng call, 


| man, Staples said replacements | 
cause him the most concern. So far 


he has had to rely on seven men est on Tuesday, Jan. 3, with the practically unanimous in the opin- 


Although the Invitational tour- 
nament here this weekend tops the 
high school basketball 
card, several other important 
games are on tap before New 
Year’s Day. 

Marietta has a busy week com- 
ing up, meeting Murphy in At- 
lanta Tuesday, Parker High, of 
Greenville, at Marietta Wednes- 
day, and Athens in Athens Friday. 


Canton puts a ninegame win) 
Other than the absence of Chap- streak on the line against Tate wy 


Saturday night at Tate. 
Post-holiday play starts in earn- 


former Georgia court star, sum-| 
‘med up the Trojan’s success when | 
he said, “They’re rather small, but | 
have lots of drive and never say) 

An outstanding example of this 
occurred in the game with 
O’Keefe here earlier this month 
in which the two teams piled up 
e collegiate- score in just 32 
minutes p time. 
Sideline observers at halftime: 
ere amazed at the speed of the! 
game and the uncanny accuracy 
both teams displayed, but were) 


; 


j 


with reserves Jack Hardy, a guard, finals of the local tournament plus jon that Athens couldn’t last. The | 


and forward Hershel 
ith 


' 


e first five. 


Staples picks Fort Valley and War-| 
ner Robins as the two quintets 
more likely te furnish the stiffest 
competition once tournament time 
rolis around. “Thank Goodness 
Irvinv'lie is another district,” he 


added. 
By 2 out the Panther squad 
are Satterfield, quard; 
Brooks, guard; James Maul- 
din, center; Buddy Ba or, | 
guard, and David Gray, forward 
and center. 


; 


| Rodg 
T 0 F i Y ‘ers, Ronald Miller, Jo Hun- Dickie — 
singer and Charles Ragan, Brown’ tt, 5-0 
GUARANTEED SOLO COURSE ONLY $70.00 | 
SOUTHEASTERN AIR SERVICE 


CA. 1171 


‘MUNICIPAL AIRPORT 


on Jan. 5. 


Versatile Shirley 


at the Boys Club, footb bas 
ketball and boxing coach at Com- 
mercial] High, and is now cage 
coach at Smith. 


5 


Grid to Court 


Charlie Brannon, Pepper 


. Lawhorn,|!such games as Canton at College home team emerged, however, on | 
\ding most of the assistance to| Park and Toccoa at Elberton sched- the long end of a 74-62 score, | 
uled. Murphy meets O’Keefe in never letting the Atlantans get. 
Down in his part of the State, the City League opener at Grady too close. 


6-3 center, 
the club. 


Ted Sho is the! 
celling 


factor 

the backboards, 
‘performs equally well at guard 
or center. 
| Coach DelaPerierre thinks that) 


‘points, and that includes Short as 
-well, Warren Thurmond, 5-11, 
holds down one side of the court 
at this position, with either 


Carteaux, 5-9, or Charley 
the other 


a’ 
a 


Coach Arnold DeLaPerriere, | Te. longs to Frederick Leathers, 6-1 


forward, who bucketed 26 against 
O'Keefe, while his opposite man 
rang up 25 for the visitors. Leath- 
ers has averaged around 14 per 
game, but was extra deadly on 
that night. His mate, Bill 
Compton, 5-10, also has several 


‘since last year but Hill | 
che can Hold his own with any of! 
the contestants. 


believes 


The other Alliance fighters 
haven't compiled a string of vic- 
tories or won any titles, but — 
considers them the gamest b 


he’s ever coached 


good shots, and plays a fine floor 


“because more than one or 


“They are the best conditioned 
a ‘ve ever seen,” Hilly said. 
“They have all shown a lot of in- 
terest and are anxious to compete,” 
the JEA coach added. ide 


two men can score.” Last year's 
five went to the State tourney and 
was eliminated by LaGrange. 


Jimmy Thompson, 5-11, fur- 


inishes excellent relief at forward, 


of the Varsity here, has al- 
outgrown his dad 


“ier 
“8 
z2 


Thomeen Spaid. 
31; 51 Cuthbert 27; 64 Montezuma | 


EMAINDER OF 8&CH ‘ 
arietta, here; Jan. Na Adee 


there; . 
oh. 14— Gaineovilie, 


coached the ABC team for several 
‘liance and several of the old Boys 


Hilly would like nothin 
than to defeat the Boys Club. He 


years before switching to the Al- 


Club fighters followed him to his 
new position. 
GOLDEN GLOVES A 


N en wens 
tad yO" An pant ° in 
Yeung (170) 


simnay” Mateus. Mereokal Bosuhaliee” 


: We ? ¢ 
Christias, 
ATLANTA 


MOTIVE TRADES 
INSTITUTE 


252 ivY ST, N, LL Atiente, Gea. 
SSSSCSHSSESCSCSHSSOSSOCOSS 


56 for........ $10.46 
72 for. oeoee. G20,16 


© SERVICE 


© Reguler city-wide deliveries 
on trucks equipped with storege 
boxes te hoop meet fresen, Coll 
and place your name on our let 
bor reguler delivery. 


HASTINGS’ 
KENNEL SHOP 


93 Forsyth $¢t., $. W. 
WA. 9468 


ee 


INSIDE OUTDOORS 
my = The Meaning Behind 
A Sportsman's Gift 


By JOHN MARTIN 


All roads and trails lead home today. To- 
day the Christmas Star is high. Wanderers 


have returned 


ss 
yy 


family circle, to 


a 

ein the sporting world may 
be called prejudiced. Neverthe- 
less, we look with condescending 


does mean a great many things 
te sportsmen that the average 
person completely misses. 

There is no happier tradition 
than the giving of presents or the 
exchanging of messages of peace 
and goodwill at Christmas time. 
This is a luxury which both rich 
and poor can enjoy, just like hunt- 
ing and fishing are luxuries that 
the average American is more free 
to indulge in than any other civi- 
lized man. | 

The sportsman has all the advan- 
tages of knowing that his gift is 
something that will last long after 
the material gift has been worn 
out, abandoned or forgotten. It 
runs much deeper than surface 
water. It has more meaning than 
a business-minded swap. It should, 
anyway. 

This morning in the pre-dawn 
gray of twilight the youngster 
who found a new .22 rifle under 
the tree tore off the gay wrap- 
ping that leads to things far 
more satisfying than his eager, 
youthful desire to possess a gun 
of his own. 

The glory of a perfect point by 
a high-tailed, high-headed bird dog 
in the corner of the ragweed field; 
the musty smell! of rotting leaves 
on a frosty November morning; 
the beckon of the wide open spaces 
when the Summer grass has turned 
brown and the clean air holds a 
chill breath; the splendor of . De- 
cember sunset with strings of mal- 
lards silhouetted against the dying 
red ball in the West: the solitude 
of the marshes and deep swamps, 
where the wild turkey tom treads 
and the whitetail buck browses; 
the baying of a coon hound at the 
tree. 

These are the real gifts and 
earthly joys for which this 

Christmas gift rifle is but a 
symbol. 

You got a vicarious thrill this 
morning when you knocked the 
tinsel from that Christmas gift 
fly rod or bait rod. You felt the 
zest of camping beside a trout 
stream. You envisioned the de- 
light of struggling with a buck- 
ing bass or a rowdy rainbow. 
You looked back on pleasures 
you've known, and ahead to the 
pleasures this rod will provide 
in the future. 

This flexing stick you held was 
more than a mere fishing rod—a 
thing of bamboo, or steel, or cop- 
per or of fiber glass. On the con- 
trary, it was a baton that will 
direct a symphony of pulse-beats 
that go up and down in varying 
degrees as it takes you to the cold, 
clear trout streams this 
This Christmas Gift fishing rod is 
a magic wand that will transform 
a hurrying brook or a placid pond 
into a thrilling battle-ground. It’s 
a witch’s broomstick that hoists 
you in one jump from the crowded 
streets of civilization to the un- 
mixed joys and romance of a hid- 
den lake. 

But while we're’ thinking 
about the savage lunge of a big- 
mouth bass, the ecstasy of dump- 
ing a rainbow with a dun bi- 
visible, the roar of brown-bodied 
bombshells from the bending 
sedge, the collapse of a honker 
in mid-air, let us not forget the 
full meaning of a sportsman’s 
gift. 

This gift is only the key, the 
visible means to a sacred sanctu- 
ary of enjoyment, a full life that 
for transcends its pecuniary value. 

At this season it is our hdpe that 
the thoughts of peace and goodwill, 
s0 aptly expressed in a Sports- 
man's Gift, may have some good 
effect on those who think that to 
catch or kill is hunting and Yishing. 

This is the time to remember 
that empty stockings this morn- 


are absent have come back in spirit to‘the 
the festive board and the symbolic evergreen 
that has made the supreme sacrifice to bring cheer and fel- 


Spring... 


to the fireside,. and those who 


ing were spawned by empty 
stomachs, and empty stomachs 
were bred by hungry man in 
search of food dissipated by ex- 
cess demands over the 
supply. A monkey won’t pull a 
banana unless he plans te eat 
it, yet we, in an alleged era of 
enlightenment and education, 
have grain rotting in the fields 
and hungry families hunting for 
a Santa Claus that never comes. 
Think this over while we again 
say to all our sportsmen friends— 
Merry Christmas and a Happy 
ti Year with your Sportsman’s 
it. 


Parnell Takes 
No. 1 Honors in 
American Loop 


CHICAGO—(4)— It wasn’t the 


GENE SIRBAUGH 
He Can Bowl ’Em Over 


BOWLING ALONG 


Opens Monday 


ARCADIA, Cal. — () — Santa 
Anita’s multi-million dollar merry- 
peocoue begins a 50-day whirl 
‘Monday and once again the cus- 
tomers will be grabbing for the 
1 | brass ring aboard man’s most un- 
| predictable friend, the race horse. 


The 1949-50 season gets away 

‘with the $50,000 California Breed- 
_ers’ Stakes, a fixture for Calli- 
fornia-foaled two-year-olds at a 
mile and one-sixteenth. 
_ Fifty thousand holiday fans are 
expected to witness this, the first 
| of nine $50,000 stakes, three $100, 
(000 prizes, and an aggregate of 
‘around $2,500,000 handed out to 
the horsemen before the meeting 
comes to a close March 4. 

Once again it has added some in- 
novations, such as developins a 
speedier mechanism for the pay-off 
at the window, a better view of 
ithe raised racing strip and quicker 

starts from the gate bv the horses. 

Perhaps the largest single bid 
for attention was bringing a star- 
, Studded half of the famed Calumet 
| stable to the coast—a delegation 
headed by the great Citation. 

The other half of the Warren 
Wright string went to Florida, but 
California addicts can’t wait to see 
Citation in a come-back to the turf 
after a year’s layoff. The sport's 
second all-time money winner— 
$865,150 in winning 27 out of 29 
starts—came here to point at the 
richer rewards, including the clas- 
sic $100,000 Santa Anita Handicap, 


Constitution Staff Photo—Cari Dixon 


fault of the 1949 king of Ameri- 
c.n League pitchers, Lefty Melvin * 
Parnell, that the Boston Red Sox 
just missed a pennant grab. 
Official figures released vester- 
day labeled the 27-year-old Parnell 
the junior‘ circuit’s No. 1 hurler 
in four departments—-best earned- 
run average (2.78): most victo- 
ries (25): most complete games 
(27), and most innings pitched’ 
(295). a ‘peat 2 
The slick Red Sox southpaw, *257—e 
from New Orleans appeared in 39 #iieecm 
contests, losing only seven. His S==aem. 4 
won-lost average of .781 was sec- Virginian 1 
ond best to the .793 on a 23-6 per-' bined average of 126. highest 
formance by Boston teammate, El- Why this change? Not even 
jn natal wees Gene can tell you. Jack Pearce, 
etween them, Parnell an i\- proprietor of the Lucky Strike 


aer won exactly half of the 96 
Boston victories in the pennant 5eWlng Alleys, says he believes 


chase which went to the New 
York Yankees on 97 wins. 

In all, the junior circuit pro- 
duced five 20-or-more-game _ win- 
ners They also included Bob Lem- 
on, of Cleveland (22-10): Vic 
Raschi, of New York (21-10) and 
Alex Kellner, the Philadelphia 
rookie (20-12). 

Parnell, in his second full Red 
Sox season after a 1948 record of 
15-8, won the coveted earned-run 
title by a 2.78 to 2.81 margin over 
Detroit’s Virgil (Fire) Trucks. 
Third in this department with 2.99 
was Tribe Star Lemon. ! 


LeBaron Gets gif s‘rigiel 
Concussion, But 
Will See Action 


irolled 201 in competition here last 
‘December about two weeks after 

PALO ALTO, Cal.—(#)—Eddie 
LeBaron, flashy College of the Pa- 


he had spilled 199 pins in league 
cific quarterback, entered Palo 


action. 
Alto General Hospital yesterday 
for treatment of a moderate con- 
cussion. 

Dr. William Grannis diagnosed 
LeBaron’s ailment, after ordering 
the grid star to take a rest, said 
his chances of playing with the 
West team in the East-West Shrine 
game at San Francisco Dec. 31 
were “good.” 

Le Baron appeared yesterday 
for practice at Stanford and re- 
ported he had a headache. 

Dr. Grannis ordered a complete 
rest at the hospital for LeBaron, 
and banned any more contact work 
for the quarterback during the re- 
maining days of practice. 

Le Baron suffered the injury in 
Fridav’s scrimmag:, in:a head-on 
tackle with Lindy Berry, Texas 
Christian quarterback. 


East Lake Bogey 
Six golfers tied for blind “bogey 
2 “ — East ape eo io ® + ki 
u esterday, each recording a 
73. They ware James Michael. J. in an ng 
W. North, E. W. Suggs, Jack Rob- NEW YORK — (UP) — Gilbert 
ertson, W. D. Owen and Dr. H. RBogley, National Junior Champion 
W. Ridley. from Chevy Chase, Md., headed 


Atlan 
Duck 


By 
Two years 


fidence in his own game. Near 
the end of 1948 Gene up and 
beat a 
bowlers in the second annual 
John Blick Classic and from 
then on he has been throwing 
his weight around like the 


ago Sirbaugh successfully de- 


pocketed the $500 which goes 
with the crown. These Blick 
Classics draw many of the Na- 
tion’s outstanding duck pinners, 
so winning is no ordinary task. 


Gene's next crack at the big 
time will come January 14th 
when he, along with Warren 
Lowry and Pearce, will attempt 
to nudge into the payoff list of 
the annual United States Classic 
at Baltimore, Md. This is the 
Kentucky Derby of duck pin 
tournaments. 


Thirty-One Leagues 


Though most of them are off for 
the holidays, there are 250 teams 
operating in 31 leagues at Lucky 
Strike alleys each week. The City 
league is composed of the top notch 
bowlers, but the competition is 
just as keen in the less talented 
groups. Incidentally, eParce point- 
ed out that most of the good bow!1l- 
ers got their start in the Sunday 
School loops .One Of the most en- 
thusiastic organizations is the 
Southern Bell League composed of 
telephone operators. 


Baton Rouge Boy 


DOGS OF DIXIE 


By RUTH STANTON COGILL 


the list of 1949 junior stars an- 


of the U. S. Lawn Tennis Associa- 
tion. : 

| The 18-year-old Bogley topped 
the rankings, which will be sub- 
mitted for official approval at the 


At this season of the vear, 


privilege to wish the DOGS OF DIXIE and their owners a 
Merry Christmas. This year the greeting is of even deeper 
significance and more vast proportions because the DOGS 
OF DIXIE have grown and grown in population. 


Countess Southern dogs have 
clombed the ladder of fame to rate 
as highly esteemed canine citizens. 
Countless “ragamuffins” of the dog 
world have climbed into laps to 
rate as highly esteemed canine 
members of human families. To 
all, we give a repeat order of 
MERRY CHRISTMAS and this 
from our backyard crowd, too, 
Herky, Philip, Old Sally, Maggie, 
Bill, Nicki and Pete. Especially 
the bulldogs are smiling through 


their frowns because they believe 


that Santa Claus is a generous, 
gay old dog. 


TODAY IS CHRISTMAS DAY 
and there will be many Christmas 
puppies toddling around, snatch- 
ing the tinsel from the tree, samp- 
ling Cousin Lutie’s 
slippers and probably playing 
havoc with a few 52 gage. But, 
no matter, what he or she does, 
don’t forget, it’s all very strange 
to the Christmas puppy and the 
antics that annoy are probably a 
puppy’s idea of being amiable and 
engaging. 

After all it takes a robust heart 
in a little dog to be snatched from 
brothers and sisters and planted, 
no matter how securely, in the 
midst of Christmas cheer and con- 


fusion. * 

SO GIVE CONSIDERATION to 
the new member of the family. 
Don’t punish him too much or 
too often. He doesn’t mean to do 


wrong but his memory is so ter- 


ribly short. 

siltl a 'itece Ot ie wars-cons bom 
ve a place very own, 

A ae? 


comfortable little bed 


‘and he groans from discomfort. 
Feed him small amounts several 
brand-new | 


; 
’ 


that has a dog has that..’Tis said 


ives 


dends i 
‘it’s a little gal dog you have, who 
‘knows, there may be be 

idends. AND SO—A HAPPY 


USLTA meeting: here on Jan. 21, 

for the second straight year. Ap- 

proval usually is automatic. 
Hamilton Richardson, of Baton 


it is always our pleasure and 


junior division in 1949 after lead- 
ing the boys’ singles rankings last 
year, was runner-up to Bogley. 
Whitney Reed, of Alameda, Cal., 
was listed third, followed by Jerry 
Dewitts, of Oakland, Cal., and Ern- 
est Debray, of San Francisco. 
The others in the top 10 were 
Jack Turpin, of Dallas, Texas, 
sixth: Charles Hickox, of Berkeley, 
Cal., seventh; Julian Oates, of 
Waco, Texas, eighth; Keston Deim- 
ling, of River Forest, Ill, ninth, 
and Richard Squires, of Bronx- 
ville, N. Y., tenth. 


Kiphuth Resigns 
Post at Yale 


| NEW HAVEN, Conn.—(#)—Bob 
‘Kiphuth, noted swimming author- 
ity who is recuperating from a ser- 


not unlike babies in that they 
grow while they sleep and they 
can get so very tired. 

TOO MUCH HANDLING and 
rough play is not good. While lit- 
tle Susie may love the new pup 
with a passion and want to squeeze 
and hug him until his eyes bulge, 
it May appear very sweet and 
cute to the grown-ups but it’s 
gruesome punishment to a young 
little dog. Particularly after feed- 
ing time, the pup should have 
some relaxation. 

THE FEEDING OF A~PUPPY 
means his start in life, too. Do 
not stuff him once a day until 
his sides reach the bursting point 


times a day. And feed him well. 
A growing puppy needs food to 
grow on, the things to make bone jous illness at a hospital here, re- 
and substance and build resist- signed yesterday as Director of 
ance. The menu of your Fido or Athletics and Chairman of the 
cir gee should include milk, an Board of Athletic Control at Yale. 
egg a day, fresh beef. a good « , ” ” 
puppy meal soaked in broth or sip. ter eciepuntion ana eames 
milk and, by all means, calcium gs g pig surprise to those close to 
and cod liver oil. DON'T feed 


: the scene. 
chicken bones, they are apt to ' : 
splinter and puncture the intes- The 58-year-old famed Olympic 


tines and potatoes are taboo. and Yale swimming coach plans to 


RAISING A PUPPY to healthy retain a firm grip on his other 


eer titles here— Head Swimming 
happy maturity is largely a mat- 
ter of common sense and everyone ©°8¢h, Director of the Payne Whit- 


ney Gymnasium, Chairman of the 
Gymnasium Committee and Ad- 


that a dog is the only love that —~.. : 
y can buy. It’s a sound ‘jn. Mnistrator in Physical Education. 


ent, too, paying great divi- cus Ch ampi 
for years to come. And, if Syra e pion 
Marty Crandell, Syracuse Uni- 
div versity national collegiate heavy- 
weight boxing -hampion, is the 


where he can snooze a great part YEAR, TOO. To the DOGS OF sixth national titleholder in the 


of the time. Because puppies are DIXIE, from, 


R. S.C. (history of Orange boxing. 


s tor for Retail Credit Company, was just one 
@ of the many average duck pin bowlers in 
t@@a Atlanta. Today this 24-year-old transplanted 
s the city’s No. 1 maple spiller, carrying a com- 


it was a matter of gaining con- | 


star-studden field of | 


champion he is. Just two weeks | 


fended his Blick Classic title and _ 


Feb. 25. 
Zaharias, McIntyre 
Clash on Mat Here 


Bouncing Babe Zaharias, of Colo- 
rado, and Atlanta’s Don McIntyre, 
two wrestling’s top performers, 
will battle in the feature bout on 
Friday night’s he.svyweight mat 
program at the City auditorium. 

Secondary feature will be a 
women’s team tag scrap between 
Theresa Tehis, Juanita Coffman, 
Lillian Ellison and Celia Blevins. 


ta's Number One 
Pin Spiller 


BERT PRATHER 
ago, Gene Sirbaugh, an audi- 


in town. 


See 


oe ——— 


——— 


LIKES EAGLES’ SPIRIT 
Ziegler Returns Home 


After Year in Pro Ball 


By BOB CHRISTIAN 
Frank Ziegler, former Georgia Tech fullback, returned to 
his home in College Park vesterday very proud to be a 
member of the Philadelphia Eagles, winner of the National 
professional football championship for the second straight 


nounced by the ranking committee ™ 


Rouge, La., who moved into the a 


year. 

“I'd like to play for the Eagles 
if for no other reason than the 
spirit of the club,” Frank said. “I 
guess that pleased me as much as 
anything else in my first year of 
professional football. In fact, I 
was amazed at the‘team spirit.” 

Ziegler continued, ‘When I left 
college a year ago I had the same 
impression as a lot of other peo- 
ple. I thought everything with the 
pros was a cut and dried proposi- 
tion without much spirit. But that 
wasn’t true with Philadelphia. 
Every member of the team had 
the old hustle all the time. Of 
course, the pay checks might have 
had something to do with it but 
we wanted to play football.” 

As is the case anytime the 
Eagles are mentioned, Steve Van 
Buren, the former LSU star, nat- 
turally comes in for a good bit of 
conversation. 

“Van Buren.is the greatest run- 
ner I have ever seen,” Frank said. 
“Playing under him at left half- 
black taught me a lot of football. 
You know he can kick and pass 
but he never got the opportunity. 
I guess his running, though, was 
enough and when the chips are 
down he seems to get better. When 
we beat Los Angeles, 14-0, last 
week for the championship Steve, 
as you know, was unstoppable. 
He didn’t miss a trick.” 

Another Eagle to gain consid- 


erable admiration from Ziegler 
was an old Georgia Tech team- 
mate, Pat McHugh. “They really 
think a lot of Pat around the 
league up there. He played only 
defense but he is one of the best 
in the business. Ken Kavanaugh, 
the end for the Chicago Bears, said 
he thought McHugh was the best 
defensive back in_ professional! 
football.” , 

Ziegler added that he thought 
Russ Craft, the former Alabama 
back, was another great defensive 
back. “He and McHugh certainly 
did a wonderful job for us this 


Geri, the former Georgia 
back, who played for Pittsburgh 
this year, is another promising 
first-year man, Ziegler believes. 
“It seemed funny to see Joe throw- 
ing the ball for the Steelers but 
he had a good year and turned out 
to be one of the best kickers we 
faced. He certainly put us in the 
hole a couple of times with his 
long punts.” 

Ziegler plans to re-enroll at 
Georgia Tech after the holidays to 
complete two quarters-of work for 
his degree. 


rs 


Lemon Led in Assists 


Bob Lemon, of the Cleveland In- 
dians, led American League pitch- 
ers in assists during 1949 with 71. 
two more than Hal Newhouser, of 
the Tigers. 


SPORTS SMATTERINGS 


The Crackers Count 


Heavily on R. Brown 


By F. M. WILLIAMS 
To say that a baseball player who hit 


. | dangerous as 
and walking off a ledge. 
Ralph Brown last year think 


.312, led the league in stolen bases and fielded 
a creditable .980 had a bad year is almost as 


sticking your neck in a noose 


Yet. none of those who watched 


he was in anywhere near the 


‘form he displayed in 1948, when he hit at a .338 clip and only 
fell that low after he was injured late in the season. 


No wonder, then, that Man- 
ager Dixie Walker is anxious 
to see the fleet Summerville lad 
in action this Spring. As Brown 
goes, well could go Dixie’s first 
attempt at managing. 

Ralph has every ability of a 
big leaguer except one. His arm 
isn’t as strong and true as the 
big time boys. 

He can run like a deer—which 
is one reason he was the only 
Cracker to hit over .300 during 


terfielder this year, and Dixie be- 
lieves the beanpole will be one of 
his hitting stars. i 

The ex-Brooklyn star plans to 
spend a great deal of his time 
in Spring training with Brown, 
because Dixie thinks he can 
teach the youngster a few tricks 
that will make it possible for 
Brownie to overcome the weak 
arm handicap. 

“There are lots of things that 


the 1949 season. He is an uncanny can be done to offset a bad arm.” 
fly chaser. All but one of his eight Walker said, “and I intend to tell 
errors last season came on ground Ralph all of them I know this 
balls or throws. He dropped one Spring.” 

fly in Little Rock that cost a game, 


but he caught many another to Cogmbs’ Arm Bad 


save decisions when no other out. wy pointed out that Earl 


fielder in the league would have hs was the best centerfielder 


come close. 
: in the American league for many 
Yet, with all that he contributed “end he couldn't throw 


to a losing cause, he wasn’t the a 
hitter in 1949 he was in 1948. 8. Nee. 


What he did to cover up his 
Why He Slumped 


arm was to study the hitters and 
play them as short as possible. 
There are lots of reasons ad- “He could also get rid of the 
vanced about Ralph’s slump at the ball se quickly that it didn’t mat- 
plate, but probably the most 
plausible is that he worried him- 


ter that he didn’t throw bullets,” 
self almost sick over his wife, who 


said. 
“I believe that Brown can do 
gave birth to their first child in the same thing. At any rate, I 
June. intend te work a let with him 
Then after the baby came, it this Spring.” 
_ was sick for several weeks and Brown is coming back for his 
, naturally didn’t third year as a Cracker. And it 
baseball and may be his last. If Dixie Walker 
| him. can get him to returning that ball 
Talking to Manager Walker the to the infield a little better, noth- 
other day revealed that he’s count- ing can keep him out of the big 
‘ing heavily on Brown his cen- time. 


THE ATLANTA CONSTITUTION © Sun., Dec. 25, 1949 © Sai 


Four National Junior 
Swim Events Set Here 


Atlanta secured four SEAAU Junior National Swimming 
Championships for 1950 at the sixty-first annual AAU Con- 
vention held here recently at San Francisco, Cal. 


The SuwAAU district, comprising 


somal : : T 
Georgia, Alabama and Tennessee, 0'Ympic Womne’s Swimming Com- of the 


was awarded a total of 10 junior 
national swimimng and diving 
championships for men and wom- 
en. This makes the first time 
any district has been honored 
with over two championships. 

Emory University will be the 
scene of the 200-Yard Backstroke 
for Women and the 300-Yard Med- 
ley Relay for Women April 1. The 
200-Yard Junior National Men’s 
Relay Freestyle Championship will 
also be held at Emory. in connec- 
tion with the SEQAU Men's Cham- 
pionship, in which the principal 
-olleges in this section will com- 
nete. 

The 440-Yard Freestyle fo. Wom. 
en and the Three Meter Diving 
Championship for Women will be 
held at the Atlanta Athletic Club. 
March 18, in connection with the 
SEAAU District Championships 
for Women. 

Championship events for 1950 
will also be held in Macon, La- 
Grange, West Palm Beach, Fla., 
and High Point, N. C. 

Atlanta’s Harry S. Glancy has 
again been named on the National 
Swimming Committee and on the 


ittee, 

Atlantans who will compete in 
the 190 championships 
Mary Davidson, Markie Conklin, 
Catherine Kelly, Mary Link, San- 
dra Benton, Nargo Gunsolus, Gail 
Bennett, Penny Barnett, Mary Da- 
vidson, Marianne Garton, Elaine 
Fladger, Dent Richards, Catherine 
Turner, Helen Chapman and Mar- 
guin Conklin. 


Tech All-Stars 
Seek Cane Games 


The Georgia Tech All-Stars, a 
team made up by former Georgia 
Tech football players, is seeking 
basketball games with teams any- 
where in the State. 

Players on the All-Star roster 
are Ewell Pope, Tom Coleman. 


Jack Griffin, Clay Matthews, John 
O’Neal and Jim Nolan. 

For further information contact 
Pope at RA. 1986 or HE. 9346 or 
write him at 1363 Lucille Ave. or 
Box 2186, Georgia Tech. 


‘Cat Injuries 
Worry Bryant 


MIAMI, Fla. —(#)—The Ken- 
tucky Wildcats came to Miami yes- 
terday for the Christmas holidays 
and their date with Santa Clara 
in the Orange Bow! Jan. 2. 


he 44-man squad and members 
official party traveled b) 
bus from Cocoa, Fla. 193 miles to 
the North on -the Florida East 


include Coast. 


Coach Paul \(Bear) Bryant 
wound up the six-day training 
session at Cocoa with an all-out 
scrimmage yesterday morning, the 
second of the week. 

He said he called the scrimmage 
to determine if the squad was phy- 
sically up te standard. 

“Our physical condition still is 
not altogether satisfactory,” he 
Said. “We have too many men 
limping around.” 
_ The Wildcats’ coach admitted 
he was seriously concerned with 
the injury situation. “These in- 
jured men are losing valuable 
time and certainly will not be able 
to operate at full speed even aft- 
er they return to action,” he said. 

The team’s list of injured in- 

cludes: : 
_ Sophomore Bill Leskovar, lead- 
ing ground gainer, still jogging 
around in sweat clothes as result 
of a seriously pulled thigh mus- 
cle; Ralph Genito, Duquesne, Pa., 
senior, who is suffering from a 
bad cold, and Sophomore Bobby 
Brooks, place-kicki specialist. 
not fully recovered from a head 
injury. 
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THE ATLANTA CONSTITUTION 


Dickens’ Life of Our Lord 


Along with thousands of other readers, 
we have ehjoyed reading Charles Dick- 
ens’ “Life of Our Lord,” which appeared 
serially in The Atlanta Constitution. 

We were struck, on coming to the 
scenes before, during and after the hear- 
ings before Pilate, of how little things 
change. A mob is always a mob and it 
acts the same regardless of the age in 
which it appears. 

The Bible lands of His time were oc- 
cupied by the Romans, who had their 
soldiers and military governors. There 
was a group whith collaborated with the 
occupying forces. They were the High 
Priests and the Sadduces. The Pharisees, 
with whom Christ had many arguments, 
were not too unfriendly to Him, being 
angered ghiefly because they were seek- 
ing to keep the old laws and the ancient 
culture so that they might not be de- 
stroyed by the Romans. Christ disobeyed 
many of the old laws. The zealots were 
the underground, political group, seeking 
to bring off a revolution against the occu- 
pying forces. Without much doubt it was 
they who corrupted Judas, who probably 
was himself a member of that political 
group. : 

So we have the old picture of the Sad- 
ducees being disturbed by Christ’s teach- 
ings. They spied on him. They were in- 


Mao's One-Way Road 


Mao Tse-tung is in Moscow, celebrat- 
ing the conquest of China and Stalin’s 
birthday, but not Christmas, a day the So- 
viets do not observe, officially, that is. 


We would observe only to Mao that 
he recall it was in 1945 that another Com- 
munist conqueror, Marshal Tito, was wel- 
comed in Moscow and that a pact of 20 
years’ duration was signed. 


Now Tito is regarded as a Fascist beast 
and a follower of Wall Street because he 
did not blindly obey the Kremlin. Mao 
might keep that in mind. 


formers. They corrupted Judas. Jesus 
was arrested on false charges. When they 
kave Him the third degree they couldn’t 
do much with Him. One of the police 
(military police) struck Him in the face 
because he didn’t like the answers. Two 
“false witnesses” swore against Him. They 
were a part of the frame-up. Neither 
Pilate nor Herod, the puppet king, could 
find anything wrong with him, but the 
High Priests and those in the frame-up 
kept the crowd agitated, crying out, “Kill 
Him.” You see how contemptible the 
crowd was and how wholly it had sold it- 
self to the occupying government when 
they cried out, “We have no king but 
Caesar. If you let Him go you are not 
Caesar’s friend.” Today, mobs act the 
same. The Ku Klux Klan mobs always 
bear down heavily on their so-called 
Americanism just as this mob cried out 
its patriotism and loyalty to Caesar. 

So they took him away, flogged Him, 
beat Him and spat upon Him. It was the 
old story of tough and arrogant law-en- 
forcement officers joining the mob as they 
too often do. 

Beyond the spiritual lesson of faith, 
kindness and immortality there is the fur- 
ther lesson for us to oppose all mob spir- 
its, all floggers: and all those who resort 
to violence outside the law. 


We thought, too, the celebration of the 
Stalin birthday was a little frantic. There 
seemed to be a great effort on the part of 
the party leaders in each country to outdo 
one another in verbal proof of their love 
for their Uncle Joe and also to send him 
more gifts than Communist cells in other 
countries. This sort of job could have 
been done only on orders. At any rate, 
the gifts piled high, covering an acre or 
more. 

But to Uncle Joe it might be well to 
say, “You can’t take it with you, Uncle 
Joe... not even you.” 


No Peace—But There's Hope 


Not even the confirmed optimist could 
say that peace on earth and goodwill 
toward men prevail over all the world. 

The cynic might complain that those 
very words fall as the sound of tinkling 
cymbals on his ears. | 

Good tidings of great joy, even at this 
Christmas time, are, unhappily, limited 
to a small portion of the world. 

There is a “cold war,” which many 
fear may flame into a hot war. There is 
fear, suspicion and distrust. There is hun- 
ger, too, and sadness and want. Freedom 
of the kind we enjoy is unheard of in 
other parts. 

But there is no general conflict yet. 
And nations, through a world organiza- 
tion, still are talking across the confer- 
ence table instead of shooting across a 


M. L. ST. JOHN 


‘Jittery Lady’ and Other Christmas Tales 


Just going to tell you the story of a political writer getting 


No politics today. It’s Christmas. 


no-man’s land. 

As long as these talks go on, there is 
hope—hope that. at some time in the fu- 
ture an understanding may be established 
which will bring together the peoples of 
the world, united in common purpose. 
Men learned in the early days that it 
was best to have organized law and 
order. What we long since have discov- 
ered to be best for us as individuals we 
sooner or later may admit is best for us 
collectively. 

Even though efforts in that direction 
have not brought peace in the past and 
may not bring peace in our time, it can- 
not yet be said that they have failed. For 
when the ultimate goal is reached it will 
be built upon the lessons taught us by 
all our past unsuccessful moves. 


mixed up in the last-minute Christmas post office rush. We'll call it “The Case of the Jittery Lady.” 
It was more upsetting to me than trying to watch Comedian W. C. Fields knock ‘em in the side- 


pocket with a rubber pool stick. 


I am always an optimist. 
toward the stamp window, I stepped up behind the gentleman with only one huge box. 


So when I saw the short line headed 
It was 


at this time that the Jittery Woman burst upon the scene. 


She told the boy to put two huge bundles 
near the window, paid him, and took her place 
in an adjacent line. Then she began to tell her 
troubles to the crowd in general. She was run- 
ning late to her appointment with the doctor 
and here she was at the end of a lorn& line. No 
response. Finally, a lady told her she was in 
the wrong line, anyway—that this was the line 
to buy Christmas card stamps. The Jittery 
Lady leaped out of line, rushed to the window 
to verify this fact—found it false, and had to 
talk her way back into her old place. Then 
she informed the crowd she had bought all her 
presents from one certain store and that the 
stinkers wpuldn't even let an employee bring 
them to the nearby neighborhood post office 
for her—a statement which had its damage on 
many potential customers. 


Suddenly, the Jittery Lady remembered 
something. She leaped out of line again 
and rushed toward the bundles. It seems 
she had forgotten to address them. She had 
no pen. She hustled to a table, took a pen 


~line had closed. To the foot of the line she 
had to go this time. I started to be a gentie- 
man and jet her have my place—second from 

now—but I didn't think the of- 


I waited and waited, and waited. In the 
adjacent line the Jittery Lady was talking and 
advancing. Finally she was at the counter 
again. Highly pleased with herself, she placed 


‘the two big bundles on the counter and in- 


formed the clerk—who, like everyone else, al- 
ready knew it—that she finally was here, after 
going to the foot of the class twice. 

“Lady,” said the clerk as he backed out of 
arm’s reach, “you can’t mail these bundles. 
They are improperly wrapped.” 

(That’s the punch line, and the story should 
stop. But today being Christmas, everything 
should turn out all right, so I’ll report that the 
clerk relented and fixed the bundles so they 
would be acceptable.) 


ONE OF THE NICEST office Christmas par- 
ties at the State Capitol was that of the Secre- 
tary of State. The employees gathered around 
a Christmasy-decorated table with sandwiches, 
cake and coffee, and exchanged gifts after Sec- 
retary of State Ben Fortson thanked God for 
the blessings received this year.” Ben, the fish- 
erman, Was surprised with an outboard motor 
for his boat—gift of the employees. 


The grandest thing State Government 


e Capitol on Thursday after- 
their doors and employees and 
aside tedious work for the good 
fellowship of Christmas time. 


~—- 


From Nazareth 
To Bethlehem 


When I think of Christmas I always remember 

. the front porch of my grandmother's old farm- 

house close by the Tennessee River, and my par- 
ents’ smaller. house down the road from it. In Winter, when the 
leaves were dead, one could stand on my grandmother’s porch and 
look .across a pasture and the bottom where hard, Indian corn 
grew in Summer, and see the wide, flat span of the river, cold and 
slate-blue looking, with the sun putting iridescent fires in its waters. 


_ Christmas with me is all mixed up in old hymns and Bible read- 
ings and Sunday school stories, which made me think of that first 
Chirstmas in terms of an infant in a cradle with a white light shin- 
ing on Him, a halo about his head and sleek, handsome cows peer- 
ing on. It is mixed, too, with Santa Claus and a tremendous, sus- 
taining, boyish excitement runs through it. I can remember 
yet waking in the cold dark of a grate-fire-warmed room and hear- 
ing boys up earlier than I shooting firecrackers down the street in 
the years after we had moved to town. 


River But the river is first in my memory—the broad, cold 

river which, from the farm house porch, seemed not to 
be moving at all. It was only when one went down to its banks 
one could see the fierce rush of it which made the river seem to rise 
in the middle until it was almost as if it wore a mane. 


I can remember my grandmother standing there looking at the 
river and saying, “Son, we all have one more river to créss, the 
River of Jordan.” I did not know then she spoke symbolically, 
sensing the approach of her own last year. 


At any rate, out of all that welter of Bible readings, Santa Claus 
and a sort of mystic ritual of looking at the river across the fields, 
there was born in me a desire some day to travel from Nazareth 


to Bethlehem. 


Route I was at Haifa when the chance came... Haifa, which 

is on a point of land of the Mediterranean coast just 
south of Acre, at the feet of Mount Carmel, where the Crusaders 
and Napoleon were. We drove inward, to the Plain of Sharon, 
the road climbing soon to the Plain of Esdraelon, where we came 
to Nazareth. It is a shabby city now, as it must have been then, 
when they said scornfully of the news a Messiah had come out of 
it, “Can anything good come out of Nazareth?” 


I saw there the old churches and was badgered by Arab guides, 
sniveling curio sellers, beggars and runners for souvenir shops, so 
that I was glad to leave it and start toward Bethlehem ... even 
though the white houses, the cypress olive trees and terrace vine- 
yards were beautiful to see and a sense of history hung heavily 


about it. 
Road The road led by Affula and Jenin to Nablus, where dwell 
the remnant of Samarians. Nablus is the town of Shechem 
of Genesis, and its people are fanatical Moslems, Babylonian blood 
flows in their veins and they are a race apart, are the Samarians, 
with a feeling of superiority over Arab and Jew which does not 
make them popular. We moved on to Ramallah, where the climb 
begins out of the valley deep in the Judean hills to Jerusalem. From 
there it is not far to Bethlehem. The road is dusty white from 
powdered limestone. As one nears one may see the Mountains of 
Moab and, on a clear day, the Dead Sea itself glinting in the sun. 
Hard by, below the road, is Boaz’ Valley, eroded and barren. One 
goes on until, finally, there is the white, unspoilt town of Bethle- 
hem, and the great church built over the caves which were the 
ancient stalls in one of which Christ was born. 


Journe I kept thinking, along the way, of what that dusty 
Y journey must have been like when they were going to 
be taxed, and all the land was on the move, the trails filled with 
the dust of caravans, the plodding feet of donkeys, camels and of 
persons, and the smell of cooking from the campfires at night. 


Here was the path He was to tread later... dusty, weary, dis- 
couraged, and very aware of Himself and of man. He was touched 
by all the great civilizations of His time, the Greek and Roman par- 
ticularly. 


One cannot go there with open eyes and come away without a 
feeling of great impatience for the school which has made of Him 
an anaemic figure in a white robe, lit by a shaft of light, and a 
halo about His head. 


: What he said and taught was new and dangerous— 
Teachings so dangerous that the appeasers of his own people, 
the collaborationists and the army of occupation and its military 
governor teamed to kill Him. What He taught was not, and is not 
today, comfortable or easy to live with in what it demands of man. 
It gave me—that journey—an enormous impatience with ritual, 
cant, forms and sects. And, I hope, a lasting humility plus an 
awareness that no man will ever know all the answers. 


All that is mixed up in my Christmas, which has as its basis a 
farm house close by a river which could be seen across two wide 
fields from the front porch and an old woman who talked of one 
more river to cross. It was after that there were added the sound 
of firecrackers, the smell of oranges, of candy and the sight of 
“pretty things” beneath a tree, and of those who loved me and who 
were creating, as millions of others do annually, the spirit of Christ- 
mas in tke traditions of the day—all of them reaching back to that 
dusty road from Nazareth to Bethlehem and the first Chirstmas. 


“: RALPH: T. JONES 


So We Wish You 
‘Merry Christmas 


There is no day of all the year when it is 
nicer to have a “column” like this at your com- 
mand than Christmas. For it provides the means 

by which you can, at one writing, say “Merry Christmas” to all 
your friends, whoever and wherever they may be, You can ex- 
plain, in such a column, why you found it impossible to send 
Christmas cards this year and you can thus respond to all who 
sent you cards. 

You can extend the most sincere and warmest seasonal wishes 
to those whom you would, inevitably, miss even though you tried 
to send a card to everybody who should be on your list, and you 
can take comfort in the faith they will see your greetings here 
and understand. 

Of all the sentiments expressed on Christmas greeting cards 
the one I like best of all is that which says “Merry Christmas From 
Our House to Your House.” Because, you know, Christmas is 
essentially a family day and it is only right that any expression of 
friendship should be, wherever possible, between families rather 
than individuals. 

So, let me herewith say to all friends, “Best Wishes From Our 
House to Your House,” or, in that dear, friendly Southern manner, 


“frem we all to you all.” 

° : “s1,’ The little town in the Midwest had 
0 Ye of Little Faith suffered from a drouth of month’s 
duration. Crops had died, wells were drying and disaster com- 
plete hovered. The Mayor declared a day for prayer and al] the 
business houses closed so the proprietors and employees could 
all join. The pastors of all the churches united to hold the one, 
great prayer service. 

At the appointed time the entire population of the town gathered 
in a field on the outskirts. Two thousand to pray, all of them, 
for rain. 

And, of them all, only one little boy brought an umbrella! 

s . . 
I see where some bright lad in Eng- 


Long-Needed Revision land has written and published a 
revised version of the Mother Goose Rhymes. Something which, 
I have long insisted, has been badly needed. 

The original Mother Goose contains so much of cruelty and 
frustration. 

What a specter of poverty, for instance, does the story of 
Mother Hubbard and her dog convey to the juvenile mind! In 
the new version, I understand, the dog gets not only a bone but 
a whole meal of tempting tidbits. Much better. 

Then the bloodthirsty farmer’s wife who used her carving 
knife to chop off the tails of those poor, handicapped mice, has 
reformed. In the new rhyme she uses the knife to slice some de- 
licious cheese for the unfortunate mice. 

Little Miss Muffet is no longer frightened by the spider and 
Jack the Piper’s son is law-abiding, instead of a juvenile thief 
who stole pork on the trotter. 

I think someone should get busy with a revision of the fairy 
tales, too. ' 

R is fundamentally unpleasant for Jack to decapitate the giant 
at the top of the beanstalk. Think of all the gore! 

And, after all, the story of Goldilocks and the Three Bears 
is nothing but an example in vandalism. Goldilocks may be de- 
picted as a sympathetic character in the story. In real life she 
would merely be a little vandal who entered strangers’ houses in 
order to eat their food—uninvited—break their furniture and dis- 
arrange their beds. 

And winds up by jumping through a window and running 
away, like a little coward. 


Nevertheless, Merry Christmas to you all. 
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On a Bicycle Built by Two 


“Any: fool,” she said, “can put together a bicycle.” 


“That lets me out,” I said. “I am not just any fool. I am a par- 


ticular one.” 


“Don’t be funny,” she said, “except, of course, on the company’s time. 


And even 


then, you'd be a lot better off if you’d write a column about world affairs and cats and 
things like McGill and Martin. You don’t see them having to wait around until the last 
mimute in the hope bicycles will be marked down and then having to take one un- 


assembled.” 


“Look, woman, leave: us face it. 


“Here are the directions,” she said. 


of trouble if you just followed them carefully. 
including the fork it keeps mentioning .. .” 


I am a specialist,” I said. “It is just unfor- 
tunate that bicycles aren’t my specialty.” : 
“The man assured me you wouldn’t have a bit 


I even got you all the tools you need, 


“Personally,” I said, “I do not know a male bicycle from a female one. The only 
reason I didn’t walk nine miles to school every day was that we only lived three 
blocks away. The Christmas I asked for a bicycle was the one Pa told me about 


Santa Claus.” 


“Slip the fork over the front wheel, having first mounted and inflated the tire, being 
careful that washers A and B are in place before tightening locked nuts C and D,’ 


the directions said. 


“Follow same procedure on rear wheel, being sure that sprocket I 


is on the same (right) side of the machine (looking forward) as sprocket 2. Once wash- 
ers E and F and locker nuts G and H are in place, check all alignments carefully and 
adjust brakes as necessary. Now you are ready for the difficult part. Fit chain K care- 
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fully over .. 


Now I know what becomes of all the military code experts in peacetime. They 
write directions for bicycle manufacturers. 


Next year, if I buy anything unassembled with the idea of putting it together on 


Christmas Eve, it is going to be something 


simple, like maybe a television set. 


THE PULSE OF THE PUBLIC 


The Constitution welcomes letters on either side of any subject. They should not 
exceed 200 words and must be signed although names will be withheld on request. We 
regret none can be returned. Address all letters to Editor Constitution, Atlanta, Ga. 


Christmas - Gifts 


Christ our hope was born today, 
Our Lord’s great gift unto all men. 
A gift of faith and hope we may, 
In glory, live with Him again. 


Your gift to Him is tender love. 
Your deep devotion, strong and true. 
Send now your loving thoughts above. 
Eternal life His gift to you. 
ANNA LAUDER-THOMPSON. 


Warner Robins. 


Israel and Prophecy 


Editor Constitution: Under date of Dec. 14, 
Prime Minister David Ben-Gurion, of Israel, is 
quoted as declaring that Israel is aligned against 
the whole world. If Mr. Ben-Gurion is correct 
about this it would seem that the stage may 
already be set for one of the greatest events of 
history long ago foretold, namely, that all nations 
will be gathered against Jerusalem to battle, that 
the city shall be taken, the houses rifled, the 
women ravished, half the city going forth into 
captivity, and, that then the Lord will fight 
against those nations and for Israel and will be- 
come King over all the earth resulting in 
Jerusalem being safely inhabited. (Zachariah 
14:1-11). One of the reasons for this great event 
is that the land has been divided or parted into 
Arab and Jewish sections, which partition of the 
land is denounced. (Joel 3:1-2, 16.) The entire 
chapters should be read to obtain the full force 
of these predictions. 

ARCHIBALD R. STEWART. 

Dorchester, Mass. 
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Significant Journalism 
Editor Constitution: Forgive me, but this 
letter is way past due. For a number of years 
I have wanted to express to you a feeling of my 
heart but, like many others, have been reluctant 
to do so. I cannot resist this impulse any longer. 
Therefore, my first letter to a newspaper editor 
for publication is one of deep and sincere appre- 
ciation. I want to thank you from the depth of 
my heart for your gracious, Christian policy 
regarding the publication of so many fine articles 
of religious value. I have been profoundly im- 
concerning the place you have given God 
in your columns. It is not uncommon to find 
Him in the headlines of your great newspaper. 
This is indeed highly significant in the field of 
journalism and something for which religious 
— of all denominations should be and are, 
=. peg py + 
at was a great thing you in publishing 
Dr. Peale’s sermons. Surely they meant much 
seapls wha knew semistaee af tee ide probtnoen 
w i e life 
B x 4 main his letter is 
u purpose for wri t 
to thank you for publishing the Beautiful and 


inspiring sermons of Dr. Peter Marshall. It was 
my happy privilege to meet and hear him preach 
just before his untimely death. During my min- 

istry in Atlanta I have heard many words of — 
— for him. Truly, he was a great man of 


Let me also express my appreciation for the 
writings of Dr. Elliott who has endeared himself 


‘to all denominations through his many fine reli- 


gious articles. 

Thanks also for publishing 
Dickens’ Concerning Jesus! 

With prayers and appreciation for you per- 
sonally and for your great newspaper as it 
speaks to the world, I am 

Atlanta. JAMES P. WESBERRY. 


the Charles 


Fine Note 


Editor Constitution: It is certainly gratifying 
to note the publicity that your good paper has 
recently been giving to religious matters. I have 
particularly noted the Story of Christ by Dickens 
and the sermons and other items by Dr. Norman 
Vincent Peale. 

More than thirty people have commented to 
me about these articles, stating that they are not ° 
only reading them themselves, but have been 
suggesting that their friends read them. Assum- . 
ing that this number has spoken to me, I am 
sure that they have likewise spoken to many 
other people. It is difficult, or perhaps impossi- - 
ble to estimate the good that will come from 
such fine work. 

The papers try to give the public what it - 
wants, and | am enjoying thoroughly reading 
about the life of Christ to some little children 
instead of having them asking questions about 
some sordid murder or some depraved character, 
which is too often appearing in our papers. 

It was good to hear Bing Crosby recently in a 
broadcast stress the need of religion in the home 
and the need of parents T G their children 
to church rather than just SENDING them. 

EUGENE GUNBY, 


Atlanta. Judge, Court of Ordinary. 
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Hominy Grits 

Editor Constitution: I made a trip through 
the South last Summer and when I had break- 
fast in certain States and on certain trains they 
served hominy grits with the meal without ask- 
ing for it. Could you tell me why? 
certain States do not serve it. 


(Editor’s Note: Bless your heart, sir, 
States know that hominy grits for breakfast 
sublime and want to share the knowledge 
a eee Others are 
n s 


| HAROLD MARTIN 


Greetings To Those Who... 


Greetings, on Christmas Day, to all the lonely ones, wherever... | 
To old folk in the big and empty houses, who must hear only in their hearts 
patter of running feet on Christmas morning, the laughter of children who 


have grown up and gone away... 
childless who 


~ To all the ones 


have never known that joy and who have not 


‘forgotten now in the big h ouses where once they worked, and living out their 


days in the little cabins on the side-streets . . . 


plane fockeys, the watchmen forlornly shaking 

doors empty buildings .. . 
To all those whose Christmas sun is filtered 
through the drawn shades of hospital rooms, 
to the nurses and the doctors who attend 


To ‘soldiers, sailors and airmen in far-off out- 
posts, in strange lands of other gods which do 
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not know the story of the Manger and the 
* Child 


To ‘all those who must pass the day in board- 


‘ing houses and hotels, friendless and alone and 


unmremembered ... 

To those who in the year just past have lost 
through death the one whose love had lighted 
candles in their hearts on many a Christmas 
Day gone by... 

To all those, in short, to whom Christmas 
comes not as a time of delight, but as a season 
of numb and nameless sorrow, of loneliness and 
regret, this column is dedicated in the spirit of 
the day. 


It Will Cost More If We Dont 


Georgia’s University System today is the tearful epitome of the State’s crying 
need of tax revision. For lack of money, buildings on every campus stand—some of 
them barely—as perils to life and rebukes to the people of Georgia For lack of 

Ze money, Georgians today are paying one of the heaviest tuition rates in the South- 
. 2B east, and many are being denied higher education altogether. One of the members 
of the Strayer survey team that has just finished a study of the University System spoke to the 
Board of Regents of its budget. A budget for an institution of learning, Dr. Arthur J. Kein said, is 


“education expressed in financial terms.” 
Georgia hasn’t been expressive enough. _ 
The Strayer report is the result of a fine 

tooth study of Georgia’s University system. The 

survey started on Sept. 1, 1949, and ran until Dec. 

15, 1949. It was headed by Dr. George D. Strayer, 

Professor Emeritus of Education, and formerly 

Director, Division of Field Studies, Institute of 

Educational Research, Teachers College, Colum- 

bia University, New York City. On his staff 

were seven persons of equal attainments. There 
can be no doubt of the competency of the Strayer 

Report. 

The survey covered all of the University Sys- 
tem, every building, every practice, every 
standard. The findings are an obligation on the 
Board of Regents, the General Assembly, and 
the people of Georgia. 


A huge sum for expenditure is recom- 
mended in the report, but the report is not 

- gp blueprint for a vast expansion program. 
It merely is the definition of a problem. The 
expenditures urged are for protecting the in- 
vestment new in the University System, for 
safety of the students through rehabilitation 
of buildings and construction of new build- 
ings, for broadening of the educational base. 


Dr. Thad L. Hungate, of the survey staff, sums 
up one facet of'the cost of higher education in 
Georgia in this manner: “If an able student 
cannot afford a college education, can the State 
afford to have him go without it?” 

In Georgia, in 1948, students paid 50.7 percent 
of the cost of operation of the University System. 
In the Southeast, in — —_ gi the average 

by students was 34.9 percent. 
vet lon again to Hungate: 

“The citizens of — undoubtedly esteem 

er education as much as do the citizens of 

er states in the Southeastern area. It may 
be inquired, then, whether the financial resources 
of Georgia do not — greater subventions to 
the University System.” 


Per capita income is the best measure of 
ability te support education. Georgia’s per 
capita income in 1948 was $971, and that of 
the Southeast was $957. With those figures 
in mind, go back and see how greater a per- 
centage of the school cost is being paid by 
students in Georgia. 


In terms of safety of human lives, the most 
— portion of the Strayer Report tells of the 
need for improvement in the physical plant 

of the University System. The report points out 
that many buildings in the system are terrible 
menaces to the lives of their occupants. It is 
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recommended, for instance, that $480,000 be spent 
right now to provide “life-safe” dormitories. This 
money would be used to install two fire-resistive 
stairwells in 48 buildings of the University 
System. 


The survey sets up a $48,086,100 program for 
the physical plant of the System. This program 
establishes a system of priority which outlines 
sums needed for catching up on maintenance, 
rehabilitation and building of new structures. 
It is a ten-year program. 

The Strayer Report recommends adjustments 
in the present operation of the University System. 
Included is the recommendation that three as- 
sistant chancellors be named, one for instruction, 
one for plant development, and one for finance 
and procurement. Findings of the survey group 
point up need for changes in the technique of 
operating the University System and techniques 
in the schools themselves. These will be dis- 
cussed in later articles. 

What is it going to cost? 

We have a $50,000,000 plant program recom- 
mended, part of it urgently so. That, and other 
direly needed outlays, add up to a request that 
the State appropriate $13,162,447 yearly to the 
University System. Of that amount, in the 
initial year, $4,890,000 would be used for capital 
expenditures. By 1955-56, such expenditures 
would be reduced to $3,000,000 per year. 


The amount requested, $13,162,447, is a 
modest one considering the needs of the Uni- 
versity System. It is no wild-eyed plunge 
into irresponsible spending; it covers the 
essentials only. That amount, approximately 
$5,000,000 above current operation, would lift 
Georgia to the level of the five highest 
Southern states in university support. Those 
neighboring states are Alabama, South Caro- 
lina, Florida, Louisiana and Arkansas. 


What is it going to cost if the State doesn’t 
do this thing? 

For part of that answer, here is a quote from 
the Strayer Report: 

“The fully recognized principle that all youth 
capable of profiting by college education and 
contributing significantly to the improvement of 
general well-being should have the opportunity 
has not been nor can it easily be refuted. In 
Georgia, 48 percent of the highest (in scholar- 
ship) 25 percent of high school graduates do not 
get further than high school. The data just now 
assembled in this survey furnishes conclusive 
evidence of this deplorable waste of the most 
valuable resource of the State through failure 
to develop to full capacity almost one-half of 
the State’s ablest youth.” 


Life Isn't So Bad in Istanbul 


ISTANBUL, Turkey—“Want to know how we like Turkey?” said Emilie Miller, New 
York City-born, one of a group of young American wives at table in the Casino of the Hotel 
Deniz Park in the Greek village of Yesilkoy. 


“Pull up your chair, Mr. New York. Have yourself a raki, and listen. 


“Well,” said Mrs. Miller, taking a sip of a 
leasant mixture of banana liqueur and vodka— 
er husband’s invention—‘“a lot of this life way 

out here is rough, a lot of it is vexing, a lot of 
it’s terrible—and I wouldn’t take anything in 
the world for being here. 

“We just don’t have any clothes at all. No 
auch thing as going into a store in Istanbul and 
just buying a dress or a suit. A nightgown that 
would sell at Macy's at $4.98 costs $30 here; a 
slip that would cost $4.95 at home comes to $15 
or $20 in turkey. Men's clothes are frightfully 
expensive—suits, shirts, socks, garters. A woman 
ean buy shoes, gloves and a bag—that’s all. 


“There are problems, many of them, and 
many advantages. Heat is a problem. No 
running water in our village apartment and 
you have to heat the water and make an ap- 
pointment for a bath. The matter of food 
can be difficult. Butter comes to $1.65 per 
pound and milk is 20 cents a quart, but you 
never know whether it’s cow's milk or water 
buffale or goat milk. The food here is so 
rich that nearly all the American girls begin 
to put on weight after arrival. The bread is 
very good and fresh and it will stay fresh for 
a week, but this is a country that s little 
attention to sanitation and if a dog has licked 
the bread on its way te be delivered to 
you—well, so what?” Mrs. Miller continued. 


“The vegetables are plentiful — good ~ 
in season very cheap. Eggs are cheap. Fruit 

diculously cheap, depending 

The strawberries are wonder- 


“There must be 20 American families in the 
village of Yesilkoy and the American colony in 
Istanbul will probably run to 500 persons... . 
No movies in our village and it’s a 45-minute 
ride into town,” said Emilie Miller. 

“Well,” said Eileen Hall, once of Middletown, 
N. Y., “I came to Turkey via Cairo and seven 
days after I got here my first child was born in 
a Turkish hospital. That was an experience! 
Now we have three children, all boys, all born 
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you haven't clothes who cares—so what? It’s . 
nice to have your grocer come and take your 
order and your butcher will do anything for 
you—run errands, light your fire, fix your 
finger when you cut it.” 


“You really pioneer when you prepare a 
meal,” said Ellen Kalous. “We miss white flour 
and puddings.” 

“And last year,” intoned Eileen Hall, “we 
did get so, so tired of cabbage and carrots, cab- 
bage and carrots. ... When a new wife comes 
in from the States we all pitch in and help. We 
lend one another pots and pans and for a cock- 
tail party we pool glasses and we've all learned 
Turkish—a little bit! I like the pretty flowers 
= there's something very quaint about life 

ere.” 

“Including the cab drivers,” broke in Kay 
Brown, “they drive crazy, crazy—fast and crazy. 
.. » But I do admit that it’s nice to drop your 
basket from the window and have it filled with 
vegetables.” 

“The maid situation,” said Ellen Kalous, “can 

be ticklish. We treat them like human beings. 
They're not used to that.” 
_ “The Turks,” said Emilie Miller, coming back 
into the scene, “are somewhat difficult to know, 
but individually they’re very nice. All of us 
really feel that living in this East is often crude 
and often awful, but we’re all enjoying it.” 


SENATOR SOAPER 


Remarks for the Record 


In colorful Brazil a new political party is 
launched by a leading nudistfearless, unfet- 
tered and wearing no man’s——etc. 


Some sort of deal with the young Shah of 
Iran would geem feasible, as he has the oilcan 
and _ have mountains of potatoes to plug the 
spout. 


What's become of the 1900 cut-up who re- 
marked, when passing a candy store: “Too bad 
there isn't an opera in town. I'd buy you some 
opera creams.” 


If pro wrestling on television has made cynics 
of our young, let them be assured that father ver- 
sus the holiday turkey was on the level. 


A Russian lad is sent home from school for 
wearing an “American velvet suit’”—an article 
of attire last seen hereabouts on a tenor in “La 


Lendon is swept by a “zither craze,” the zither 
device ed in backrooms for 
inte beer, which in Britain 
say is thin enough at best. 
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Truman Set 
For Tax ‘Deal’? 


Ph repr oe — President 
is preparing to propose 
a little barter deal on higher 
taxes to Congress if it balks dur- 
ing the next session. 


His advisers hint that the 
President will agree to cut some 
wartime excise taxes as pro- 
posed by some key Congress- 
men—but with one important 
proviso. 


The Proviso: That Con- 
gress boost the tax rate on 
Corporations, upper-income 
brackets, and wealthy estates 
and inheritances to make up 
for the cut. 


Treasury experts expect that 
this administration move would 
still raise total tax revenues by 
at least $1,000,000,000 to $2,000,- 
000,000 yearly. 


“SURPRISE” — State Depart- 
ment officials here are getting a 
big bang out of a newly arrived 
issue of Krokodil, the Soviet 
humor magazine. 


It carries a big cartoon show- 
ing President Truman’s amaze- 
ment on hearing that the Rus- 
sians have the A-bomb. 


Here’s what happened: When 
President Truman announced 
the atomic explosion in Russia, 
it was totally ignored by Soviet 


newspapers and magazines. 


A couple of days later Tass, 
the official Soviet News Serv- 
ice, carried a Soviet statement 
on the bomb and gave Russian 
readers the definite understand- 
ing that Tass had scooped the 
world with the announcement. 

The Krokodil followed up by 
depicting Mr. Truman’s “sur- 
prise” on hearing of the Tass 
statement. 


UPSURGE — Biggest inside 
news out of Russia these days is 
the gradual upsurge in some 
lines of industrial production. 


Officials here believe that the 
biggest share of this Russian 
boost in postwar output is due 
to war-acquired booty. 


Commerce officials, for in- 
stance, say the Russians have 
just put to work inside the So- 
viet Union an entirely new Ger- 
man Magnesium industry. It 
was picked up as loot after the 
war. 


This one transplanted Ger- 
man industry alone is expected 
to produce an estimated 60,000,- 
000 pounds of magnesium for 
the Russians yearly, according 
to officials. 


CONTROLS—Watch for the 
Administration to crack the 
whip on extending rent controls 
next year. 


The Housing Expediter’s of- 
fice is already at work prepar- 
ing surveys to convince key Con- 
gressional leaders that an ex- 
tension for another is a must. 


The Housing Expediter cites 
Harrodsburg, Ky., where survey 
is said to show rent increases 
up to 300 percent since decon- 
trol. He says this town had to 
be recontrolled. 


Previously, he had _ recon- 
trolled such towns as Rockwood, 
Pa., Black Township, Pa., and 
Americus, Ga. 


RECONSTRUCTION BOOM— 
Booming construction of new 
homes is pushing down the price 
level of houses over the nation. 


Commerce Department con- 
struction experts say very old 
houses are down noticeably in 
price all along the eastern sea- 
board. They say the same thing 
is happening in other parts of 
the country. 

Even the new homes built 
shortly before the war are feel- 
ing this competition. Such things 
as premium prices on well-built 
prewar homes are a thing of the 
past, experts say. 


KENNAN—George Kennan is 
not too happy in his job as No. 
1 planner for the State Depart- 
ment. Reason: He has to absorb 
criticism from three assistant 
secretaries before his plans 
reach Secretary of State Dean 
Acheson. That is why he is tak- 
ing leave of absence. 


TARGET—Despite denials, the 
Real Estate lobby will be the 
No. 1 target in the coming lob- 
bying probe. 


The Administration has not 
forgotten that it was this pow- 
erful lobby that was responsible 
for diluting rent-control and 
housing laws in the last session 
of Congress. 


Hous. Administration leaders 
have been instructed to find out 
whether the Real Estate group 
has fully complied with the lob- 
by registration act. 


House Committee investigators 
are now checking the source of 


the group’s funds, its expendi- | 


tures, and whether these outlays 
were fully accounted for to Con- 
gress. 


“SOCIALIZED LAW” — Look | 


for talk of “Socialized lew” to 
bob up next after the current 


debate over socialized medicine. | 
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Robert Williams of Elloree 


of -Elioree, S. C., had wanted to be a 


Robert Lee Williams, 
physician. In 1889, when he was 
take 


27 years old, family 


whe i 
Mr. Williams died last Saturday, after what this news- 


described as “more than 
ty and county,” he 


years of service to his com- 
and sincerely mourned. On 


was 
Tuesday, the day of his funeral, the stores of Elloree closed to do 


memory. 


The point about the story is that Robert Lee Williams was a 
Negro and the son of a slave, and that Elloree is a “predominantly 
white town.” No doubt he tried to get on pleasantly with his white 
neighbors, but it is just as evident that they did not resent his 


prosperity. 


tunities, educational and otherwise, for his own people. 


At the same time he worked hard to get better oppor- 


We 


Northerners often feel justified in criticizing Southern ways and 


customs which hurt the Negro 


We should be the more eager to 


welcome such displays of good feeling as this at Elloree. 
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Money Is 
Important, Too! 
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If you tell yourself often enough and loudly 
enough that money isn’t important, pretty soon 


you can get real ringing conviction into your 


tone. 


we...er... we've got money 
in our family. Our daughter, 
Susy, has struck it rich! 


Some old friends of Susy’s, a 
couple who have been sort of 
simi-godparents to her since 
babyhood, paid us a visit the 
other day and distributed to the 
children Christmas envelopes 
containing cash. They were all 
properly jubilant. It. was fold- 
ing money and more than they 
had seen since last Christmas 
when the same friends made 
their rounds. But the way the 
children reacted individually is 
what changed our mind about 
the importance of money. 


JIMMY AND MARY, true 
children of the money-isn’t-im- 
portant tradition, blew theirs on 
a wanton, gorgeous binge. 
Mary journeyed back to the 
dime stores and bought every- 
thing in sight that she had ever 
yearned for, climaxing the whole 
spree with a trip to the Junior 
League’s Nearly New Shop 
where she invested her final 50 
cents in an elegant pair gold 
spike-heeled evening sandals to 
play lady in. 


Jimmy, a hospitable soul, 
invited one or two choice 
pals to the nearest eatery, 
where they dined sumptously 
on many hamburgers-all-the- 
way, winding up with pineap- 
plé sundaes for all hands. 


But Susy, the careful one, 
Susy, the prudent, has the con- 
noisseur’s appreciation of money. 
She tucked her envelop in her 
sweater pocket and didn’t look 
at it till her benefactors were 
out of sight. Then she carefully 
shook out the crisp, clean bills 
and sighed blissfully. 


Oh, Mother!” she whispered. 
“Oh, Mother! Four whole dol- 
lars! They gave me the most” 


FOR HOURS Susy went about 
the house helping with the 
Christmas preparations to the 
pleasant accompaniment of the 
whisper of greenbacks in her 
sweater pocket. She was quiet 
and it was obvious her mind was 
busy with plans. When she had 
done the last little chore re- 
quired of her she got out the 
leash for her dog, Lucy, and 
a scarf for hér own curls. 
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“Mother, she said import- 
antly, “I’ve got a little more 
shopping to do. I’m going to 
take that cheap rattle I got 
for our new cousin back and 
get the “spensive one. And.. .”’ 
she lowered her voice and 
darted a quick look aver her 
shoulder ... “I think I'll get 
Mary and Jimmy something 
better.” 


We trailed Susy to the shop- | 
ping district and from a dis- | 
tance we observed her careful, | 


judicious expenditure of money. 
She haggled with the saleswom- 
an over the exchange of rattles. 
She weighed the relative merits 


of water pistols for Jimmy and | 


went to the cut-rate store 
to buy cigarettes for Daddy. She 
went by the Salvation Army 


kettle and deposited a coin, She 


ee ee 


| 


»Maiflower, 
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Aided by the Carnegie Founda- & 


tion, the American Bar Associa- | 


tion has conducted a study of 
how every person may have 
legal advice at low cost. 


The idea would be to set up | 
offices where persons | 
“ could obtain preliminary legal 


central 


advice at nominal cost, If addi- 
tional legal work was needed, 
laymen would be channeled to 
picked lawyers. 

No payroll tax would be in- 


volved as in socialized medicine, 
but the lawyers think “preven- | 


tive law” would be promoted. 


Vv. L P.—Air Force officers | 


have adopted a new set of radio 


signals to clarify the nature of | 


visits abroad by Senators and 
“very important persons.” 


Vip Fox—Meaning accord hon- | 
ors. Vip love—meaning visit in- | 
formal, accord no honors. Vip © 
sugar—meaning accord no hon- | 
ors, provide service only. Vip | 


X-ray—meaning accord no hon- 
ors, provide transportation. 


A wag has added: Vip vine 


“Give em elite 


gar 
works.” 


Glorious 6-Day Vacation 
in Exotic Palm Beach 
$72.40 PEARSON coveilamaseattan 


Ineluding the Following: 


Tours of Longer Duration If Desired 


Fer Reservations & Infermetion 
Write, Phone, Wire Direct er 


YOUR. LOCAL TRAVEL AGENT 


We ought to know, we’ve been working at it for years. But 
now we find our attitude is undergoing a subtle change. 


You see 


sought out a pet department and 
bought flea soap for Lucy and 
the doll clothes department and 
bought bright red rainboots for 
her oldest and best-loved doll, 
Harper. Finally, her face glow- 
ing, she caught sight of us and 
bustled over. 


“Mother, I’ve got 19 cents in 
change. I want to invite you 
and Mary to the drug store for 
a drink!” 


“Goody!” yelled the penniless 
but improvident Mary. 


We settled ourselves on the 
drug store stocls and Susy, the 
good hostess, was about to order 
cokes with cherry but Mary beat 
her to it. “I want a butter- 
scotch sundae,” she announced. 
“My sister’s got the money!” 


Susy’s face went crimson and 
she gave us a stricken look. 
“Oh, Mother,” she whispered, 
“they cost a whole quarter!” 

We issued the mandate— 
nickel drinks or none—and 
Mary ungraciously complied. 

Later that night after we were 
in bed and peace and quiet 
reigned Susy’s shadow fell 
across our pillow. She had her 
purse in her hand and a troubled 
look on her face. 


“My money, Mother,” she ex- 
plained. “I put some in my 
church envelope and I got a 
dollar left. I want to give it to 
somebody who’s poor—but how 
do you decide?” 

“Is it your last dollar?” we 
asked. 


She nodded and breathed a 
deep sigh of perfect satisfac- 
tion. “I been so rich all day,” 
she said. “It’s just wonderful 
to be rich! That’s why I want 
to give this money te some- 
body else so they can be rich, 
too.”’ 


We gave Susy the best advice 


we have to offer all the won- | 
derfully rich people who are 


this day in a position to give. 
The Opportunity Fund will 
stretch her dollar to do the most 


good for the greatest number. | 


Susy is sending her dollar to 
H. H. Trotti at The Constitution 
—and Susy’s mama is revising 
her philosophy about money. It 
is important when in the hands 
of people with intelligence and 


_ integrity. 
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those you love; . 
r May you enjoy God's mercies and blessings 
wee from above; 
Oh, good, old-fashioned Christmas, with gifts and love to share, 
With food upon the table and music in the air. . 


Oh, sweet, contended Christmas, with those from far away, 
Those small ones, grown to manhood, since only yesterday, 
The daughters with their husbands, the sons who bring their 


wives, 
And happy, shouting children, when Christmas Day arrives. 


Oh, memories of Christmas and those who once were near, 
Now with the choir celestrial, their voices ringing clear 

In songs of praise eternal, around the Father’s Throne, 
Where Christmas lasts forever and sorrow is unknown. 


Oh, thoughtful, solemn Christmas and all the hope it brings, 
The time for adoration of Christ, the King of Kings, 

Whose reign shall last forever, whose love shall conquer sin, 
And may the peace He gives you forever dwell within. 


ALTAR STAIRS By John Marvin Ras! 


A parent is speaking: “Our four children are now grown and 
living away from home. 

“Their mother and I can truly say that we are never for a 
moment concerned about their conduct. We know they will make 
the right moral choices.” 

Such a testimony cannot be lightly made. It comes out of in- 
telligent praying and planning on the part of the parents. 

Evidently that home possessed in the beginning the proper 
“emotional climate.” 

Such a climate—one of love and understanding—more than all 
other resources enables a family to weather whatever squalls and 
tempests may blow. 

“May our sons be straight and strong like saplings, our daugh- 
ters like cornices carved in a palace!”—(Psalms 144:2, Moffatt). 


QANTAS ee MME ee a 
S SOUTHERN 
AVE" FEDERAL 


Located just a few minutes trom almost 
anywhere in the city, this strong association 
is @ most convenient place to have your 
savings account. Safety is insured up to 
$5,000, and mon and wife can have insured 
protection up to $15,000.00. Your savings 
account is welcome at this friendly institu- 
tion where accounts opened by the 10th of 
any month earn from the Ist of that month. 


Fe Be 


Current Rate 


SOUTHERN FEDERAL 


Savings & Loan Assn. 
Ground Floor Hurt Bldg. MA, 1935-6 


Atlanta, Georgia 


Established 1936 
JOHN L. CONNER 
President 


Assets Over $10,000,000.00 
Out-of-Town Savings Welcomed and Appreciated : 
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CALL WA. 6565 FOR WANT ADS 


ATLANTA GAS LIGHT(AVCOMPANY 


Atlanta's Oldest Business Gtizen 


— 
 ,  . » tre 


= 
~~ 


')@-IB © THE ATLANTA CONSTITUTION © Sun., Dec. 25, 1949 


PHILATELIST’S CORNER, bySyd Kronish 


How to Be of Assistance 


To Young Stamp Collectors 


Many parents are helping youngsters start stamp collec- 
tions this Christmas. It makes a most thoughtful gift. 


The first thing to do is to buy 
a large packet of stamps from 
all countries. The packet should 
not contain high valued or ex- 
pensive stamps. To one starting 
out, the variety and number of 
stamps is more important than 
individual values. Then buy an 
all-world album for these 
stamps. A loose leaf album is 
' probably best. An expensive al- 
bum is not necessary because 
the boy or girl will want to buy 
a bigger and better or different 
type album at a later date. Tel! 
the youngster not to paste his 
stamps, but to use stamp hinges. 
All of these items can be pur- 
- @hased at your local stamp deal- 
er. And remember: this gift is 
for a youngster who has no col- 
and not for one already 
started with a fair sized collec- 
tion of his own. 


Also be sure the youngster is 
not too young. The minimum 
age should be about eight years, 
depending upon the child’s abil- 
ity. to read and comprehend 
some geography. 

If you are the father, mother, 
relative or friend of the child a 
good suggestion would be to 
show how you started your col- 
lection or, in general, help the 
newcomer with his collection. 

You can make stamp collect- 
ing a game for these youngsters, 
too. Many people start their col- 
lections by searching for stamps 
among old letters in attics or in 
other places in the house where 
old letters may be _ found. 
Friends who work in banks or 
business houses where letters 
arrive from far-flung countries 
can help the youngsters by add- 
ing to their collection. 

Stamp collecting is more than 
just a hobby for 19,000,000 
Americans. It is a means of re- 
laxation as well as a factor in 
broadening one’s mind. 


Postmaster General Donald- 
gon announced he has author- 
ized the issuance of a special 
3-cent commemorative stamp to 


~ STAMPS 


Ic @ U.S. Used @ Ic 
Each 

718, 790, 
811, 813, 
830, 831, 
923, 924, ' 
938, 939, 942, 943, 944, 
947, 949, 950, 951,. 952, 


STAMP STUDIO 


A Gale Every Saturday 
277 &. Pace’s Ferry Road, Atlanta 


820, 
900, 
932, 


814, 
853, 
929, 


815, 
899, 
930, 


CAMERAS!! 


Complete stock of al! National 
Brands, including Eastman Kodak, 
Bell & Howell, Graflex, Ansco 
Rolleifiex, Ampro, etc., at 
DOWNTOWN BRANCH 


qo” 


Camera Exchange 
Juniper at Sixth 
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celebrate the 100th anniversary 
of the birth of Samuel Gompers, 
noted American labor leader. 
This new stamp will be placed 
on sale for the first time at 
Washington, D. C., on Jan. 27, 
1950. This is the first VU. S. 
stamp to honor a labor pioneer. 


Uruguay has issued four new 
stamps honoring the centenary 
of their National University, re- 
ports the N. Y. Stamp Co. Each 


of the adhesives pictures a dif- 
ferent school building of the 
University. The 15 centavos is 
red, 27c brown, 3lc blue and 
36 green. 
- 7 

The promised stamps from 
the Vatican honoring the 1950 
Holy Year have arrived in this 
country. The eight stamps are 
large and of different values. 
The subjects will include the 
four patriarchal basilicas of 
Rome (St. Peter, St. John 
Lateran, St. Paul and St. Mary 
Major), and the opening cere- 
; ony of the Holy Year. 


HOBBY CALENDAR 


SOUTHERN H. 0. MODEL RAILROAD 
ASSOCIATION, Monday, Atlanta Hob. 
by Shop, 604 Peachtree St., N. E., 7:30 


Pp. Mm. 

DECATUR MODEL CLUB, Tuesday, De- 
catur Hobby Shop, Church Street, 
Decatur, 7:30 p. m. 

SOUTHERN AEROLESTS MODEL CLUB, 

_ Tuesday, Atlanta Bicycle and Radio 
Shop, 289 Georgia Ave., S. E., p. Mm. 

GREATER ATLANTA STAMP CLUB, 
Thursday, 224 Peachtree Arcade, 7:30 


Pp. m. 
ATLANTA ENGINEERS MODEL CLUB, 
Friday, Hobby Shop, 604 


Peachtree 
Saturday, 


Buckhead Hobby®Shop, 7:30 p. m. 


Mercer Center Here 
To Open Quarter 


The Atlanta center of the Mer- 
cer University Extension Depart- 
ment will begin its Winter quar- 
ter at the First Baptist Church 


here Jan. 3. 

Registration will be held during 
early evening hours, and class 
hours will be decided at that time. 
The Extension Department was es- 
tablished by the Georgia Baptist 
Convention and Mercer University 
‘to assist in the training of minis- 
ters and interested laymen. The 
‘Sunday School Department and 
‘the Baptist Traintng Union will 
give certificate credit for all 
courses, and college credit will be 
given. Courses will include Bap- 
tist doctrine, Baptist history, Eng- 
lish, the life of Christ, and “ser- 
‘mon making.” Dr. J. C. Daniel, 
pastor of the Fortified Hill Bap- 
tist Church, will be dean of the 
school. 
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Constitution Staff Phote—Hugh Stovall! 


Mrs. Binion Jordan’s Prize-Winning Mantel Arrangement 


Mrs. Jordan's Arrangement 
Typifies Christmas Spirit 


The beautiful holiday spirit was reflected by Mrs. 


Binion Jordan when she designed this mantel arrangement 
for exhibit recently at the Capital City Club. 


An accredited flower show 


judge, Mrs. Jordan along with 
other judges from throughout 
the State judged, and were 
judged on their holiday arrange- 
ments at the private show when 
mantel, table and door displays 
were shown, 


The Madonna, brought to 
Mrs. Jordan from New York by 
her son-in-law, Marion Greene, 
of Chicago, has the true colors 
of the famed Madonna includ- 
ing the royal blues, chartreuse, 
red and brown. Mrs. Jordan de- 
signed her arrangement and her 
husband and brother-in-law, J. 
W. Meadows, lent a hand in cut- 
ting, building and arranging the 


display. 

The mantel, judged by other 
judges at the private show, won 
first place in its class, as well as 
being adjudged runner-up for 
the entire group. 

A past President of the Clif- 
ton Road Garden Club, Mrs. 
Jordan was one of the city’s first 
women to take the accredited 
flower show course in 1941, and 
she is in constant demand for 
her services here and in the 
State. An ardent gardener, her 
grounds at her Clifton Road 
home are dotted with roses, ca- 
mellias, but her main hobby is 
her collection of more than 75 
hemerocallis. 


LEADER'S YULE MESSAGE 


Club Christmas Greetings 


By MRS. GERTRUDE HARRIS, of Atlanta, President, GFWC 
To me Christmas is the most beautiful day of the year. 
The day that Christ was born marked the beginning of the 
ideal of freedom for mankind. That ideal was a rare spir- 
itual gift to the people of all races and. creeds. 


Christmas should be a time of 
deep spiritual refreshment. It 
brings a message of “Peace on 
Earth: Good Will to Men.” 
That is the message of Christ, 
who was born in the little town 
of Beihlehem more than nine- 
teen hundred years ago. It is the 
supreme gift which everyone 
can share. 

Civilization, we must believe, 
is not headed for destruction. 
Nations at war - plotting and 
counter-plotting, hunger, cold, 
death and destruction are abroad 
in the world but we know “that 
this too shall pass,” and there 
will be a tomorrow when the 
sun will rise again on a world of 
peace and good-will. Let us turn 
from the sights and sounds of 
this war-scarred world to higher 
things, the urge deep within us 


toward fair play and human tol- 
erance. Let us seek those in- 
tangible values which make for 
right thinking at the root of all 
our problems. We all need to be 
born again, to see as clearly as 
little children. 

Dickens’ “Christmas Carol’ 
tells the story of the change in 
a man’s thinking which caused 
him to be spiritually reborn. Let 
us read this beautiful story at 
this season, and ponder, and may 
we be able to say with Tiny 
Tim, “God bless us every one.” 
Then the great spirit of Christ- 
mas will abound in our hearts, 
and we will have captured the 
real meaning of the day. 

So to each member of the 
GEORGIA FEDERATION OF 
WOMEN’S CLUBS, MERRY 
CHRISTMAS. 


i time for a recital at 
8:30 p. m., Wednesday, Jan. 18, 
as a highlight of a celebration 
marking the twentieth anniver- 
sary of Joseph Ragan as organist 
and choirmaster of All Saints. 

Recognized as one of the out- 
standing organists in this area, 
Ragan is a Fellow of the Ameri- 
can Guild of Organists, the high- 
est degree conferred by that or- 
ganization. Members of the 
Georgia Chapter of the Ameri- 
can Guild will be special guests 
of the church and will occupy 
1 of honor within the chan- 
cel. 

English-born Biggs has been 
an American citizen since 1937. 
After his graduation from the 
Royal Academy of Music with 
highest honors, he toured Eng- 
land, appearing in many of the 
historic cathedrals and playing 
in Queen’s Hall in London. 
When he came to this country, 
he chose Boston as his home. 
There he has become closely 
identified with the Boston Sym- 
phony Orchestra, appearing fre- 
quently as soloist. 

Early in November this year, 
when the new Aeolian-Skinner 
organ in Symphony Hall was 
heard for the first time, Biggs 
was soloist. The occasion also 
marked the first performance of 
the orchestra and soloist under 
the direction of Charles ‘Munch, 
the new conductor. 

Just one week later; Biggs 
again was soloist at.~Symphony 
Hall at a special benefit pro- 
gram when Munch conducted 
the orchestra in the first Ameri- 
can performance of the organ 
“Concerto in C-Major,” by Franz 
Josef Haydn, and in the con- 
certos for organ and orchestra 
by Hindemith and Pulenc. 

Biggs is credited by his con- 
temporaries for the tremendous 
revival of interest in the organ 
as a concert instrument, and 
with stimulating the largest out- 
put of new organ music since the 
golden age of Bach and Handel. 

The rector, wardens and ves- 
try of All Saints Church ask 
friends of Organist Ragan to 
hear the recital. -Anyone else in- 
terested in organ music present- 
ed by a master of the instrument 
also is invited. The expense of 
the celebration will be borne by 
the church: no collection will be 
taken at the recital. 


Pops Concert 


A special Christmas Concert 
by the Atlanta Pops Concert 
Orchestra will be presented by 
the Junior Chamber of Com- 
merce at 4 p. m. today at the 
Municipal Auditorium. 
Coleman will conduct. 

Part of the proceeds will go to 
Boys’ Estate in Brunswick, a 
home for boys fashioned after 
Boys’ Town in Nebraska. 

Music, always varied at the 
Pop Concerts, will include such 
classics as “Claire de Lune,” as 
well as currently popular selec- 
tions such as “South Pacific” 
scores and “White Christmas,” 
and “Tubby the Tuba.” 

All tickets. are priced at one 
dollar plus tax. Tickets will be 
on sale at the Auditorium box- 
office this afternoon. 


Carol Service 


The second Carol Service of 
the Christmas season will be 
presented by the Chancel and 


, 


by Kon Allo 


TO BE TRUTHFUL AND 
TACTLESS ABOUT ANOTHER 
PERSON'S TASTE- -NO! 


SEASON! CAN YOU 
SPARE A FEW 
REACTIONS ? 


THIS 16 A GOOD CHANCE TO DO 
SOME CONSUMER RESEARCH, MRS. 
WORTH!: - I JLIST HAPPEN TO HAVE 

WITH ME A FEW SAMPLES OF 
CARDS MARTY AND I ARE 
GOING TO PUT OUT NEXT 


w'yf/ HERE'S A 
TYPICAL 
SAMPLE! 


THIS ONE IS ATTACHED TOA BAG 
CONTAINING MINIATURE NECKTIES 
- >THE HABERDASHER'S HORRORS 
WE WOMEN ARE SUPPOSED TO- 
SELECT FOROLIR MENFOLK! 


I'D BE DELIGHTED TO 
LOOK AT THEM, 


» + oA. 


WE'LL GUARANTEE NO HOLLY, NO 
BELLS, NO STARS, NO SHIVERING 
URCHINS SINGING OFF -KEY: --- 


GREETING CARD COMPANY CAN 
MAKE THAT STATEMENT! 


-*NO OTHER 


THESE ARE 
QUICKIES... FOR 
CURT 
CUSTOMERS! 


a 


ALTERNATE COPY FOR THAT: 
LAST ONE GOES LIKE THIS: - - 
“T/M EXTRA GLAD TO BE ALIVE 
THIS GAY DECEMBER TWENTY-FIVE: - 
AND 50 I'LL ADD ASA SPECIAL THRILL, 
A SANTA CLAUS IN MY LATEST WILL! 


HMM! STILL 
NO SALE? 


I SUPPOSE IM TERRIBLY 
OLD-FASHIONED: «BUT 90 [5 
CHRISTMAS !--AND- -5OME- 
HOW- -I FEEL THAT ITCALLS 


1oXOU 


FOR THIS KIND OF 


LL YOURGI 
L 


on GHRISTMAS? 


ETS FULFILL 


Albert 


Antiphonal Choirs of Peach- 
tree Christian Church at the 
Evening Bells Service at 5 p. m., 
today at the Church. Richard 
Thomasson, organist and choir 
director, will conduct the pro- 
gram. 

The program: “The Shepherd’s 
Carol,” Chubb; “I Heard the 
Bells on Christmas Day,” Long- 
fellow-Calkin; “The Christmas 
Bells Are Ringing,” Runkel; 
“The Searching Carol,” Marry- 
ett; “Joseph Lieber, Joseph 
Mein,” Nagle; “Shepherds’ 
Christmas Song,” “It Came Up- 
on the Midnight Clear,” Sears 
Willis; “Gesue Bambino,” Yon; 
“Noel,” Mulet; “Infant So Gen- 
tle,” Marryott; “A Christmas 
Carol From Lapland,” “While 
Shepherds Watchen,” Tate-Han- 
del; “Toccata,” Farnam. 


Traditional Ceremony 

The traditional Christmas 
Morn Carol Service will be held 
at 10:45 a. m. today at North 
Avenue Presbyterian Church. 

Soloists will be Frances 
Hughes, soprano; Alice Tomlin- 
son, contralto; Lem Edmondson, 
tenor, and Haskell Boyter, bass. 
They will be assisted by an in- 
strumental group composed of 
Robert Harrison, violin; Ru- 
dolph Kratina, ‘cello; Warren 
Little, flute, and William Theve- 
nin, viola. 

The instrumental group will 


3 
Se . as ~~. ‘ ‘ 
SE SS SS Sy 
. ‘\ . a 
SS VS’ -EE 

SS SS 


E. POWER BIGGS 


Noted Organist Plays Here 
play “Adeste Fidelis,” “Inter- 
ludium in Ancient Style,” and 
“Ave Maria,” Bach-Gounod. The 
singers will be heard in “Glory 
to God,” “O Holy Night,” “Shep- 
herds’ Christmas Song,” “Come 
All Ye Who Weary,” “Sing We 
Noel,” and “Sweet Little Jesus 
Boy.” 

Mrs. Walter Spivey, organist 
and choir director of North Ave 
nue Presbyterian Church, will 
direct. 


TRAVEL AND RESORTS 


New Air Tours of Europe 


Boon to 2-Week Vacationers 


Consider yourself lucky to live in the Air Age. 

That’s the word today from Roy Brown of the Roy 
Brown Travel Service, 132 Peachtree St., N. W., who points 
out that due to air transportation it is now possible to 
spend a two-week vacation in Europe for the first time 


in history. 

“Quickie vacations in Europe 
really came into being since the 
close of World War II. There 
was a time when visiting the 
Continent took weeks and a lot 
of money, but those days are 
gone forever,” said Brown. 

“Europe is only an overnight 
hop by air. Time spent in sur- 
face travel can now be profit- 
ably used in going places and 
seeing things. Air travel also 
has opened up Europe to a new 
type of traveler — the person 


with a two-week vacation and a 
limited budget.” 

Brown expressed these views 
in announcing 10 new air tours 
to Europe of short duration in 
co-operation with American Air- 
lines, the only airline that pro- 
vides direct, one-carrier service 
from Nashville overseas. The 
traveler leaves Nashville on an 
American Airlines Flagship and 
tramsfers to American Overseas 
Airlines at New York 

The tours range from $8 to 
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High Museum 


Shows Cowboy 
Art by Beldon 


An exhibit of photographs by 
Charles J. Beldon is on display 
in the Lobby Gallery of the High 
Museum of Art. The show, spon- 
sored by the ee 
Dixie Camera agi it, 
Clubs, will re- 
main until 
Jan. 3. 

Pictures in 
the collection 
depict ranch 
p e rsonalities 
and activities, 
many of 
which were 
made on Bel- 
don’s_ Pitch- 
fork ranch in 
Wyoming. 

From cows 


$18 a day, plus overseas trans- 
portation, depending on the ex- 
tent of travel in Europe, the 
area selected and the time of 
year. Cost includes meals, hotel 
rooms, baggage transfers, Euro- 
pean transportation by air. 
steamer and rail, tips and sight- 
seeing. 

Brown estimates the over-all 
total will run between $700 and 
$1,000. Tours are operated by 
experienced tour operators in 
Europe. 

“To encourage travel in off- 
season months, Flagship tour 
costs are lower in most cases 
between Oct. 1 and March 31, 
when American Overseas Ajir- 
lines also offers a 60-day limit 
excursion fare at a sawing of 
approximately 65 percent on the 
return ticket. 


The 14-day tours are quick 
trips around Northern and West- 
ern Europe. The European capi- 
tals tour offers two days in Lon- 
don, one in Windsor, two in 
Paris, one in Versailles, two in 
Brussels’ and a day each in 
Ghent and Bruges, The Hague 
and Amsterdam. The Charm of 
Europe tour covers Frankfurt, 
Heidelberg, Freiburg, Lucerne, 
Genoa, Nice, Monte Carlo, Paris, 
Versailles and London. 

The 13-day tour is similar to 
the Charm of Europe itinerary 
except that it omits the Riviera 
and includes Interlaken and 
Lausanne. 

Three of the 10-day tours give 
passengers an intensive trip to 
Ireland and London, or Scotland 
and London, or just London and 
vicinity. Lovers of England and 
France can choose the 10-day 
tour of London and Paris. 

The recent relaxation of bars 


against tourists in Germany en- | 


ables Flagship tours to include 
two German itineraries. The 
Southern Germany tour takes the 
vacationist on a 12-day jaunt to 
Frankfurt, Heidelberg, Schwetd- 
zinger, Stuttgart, Munich Lake 
Chiemsee, Priened, Heichenhall 
Spa, Berchtesgaden, Nuremburg, 
Rothenburg-on - the - Tauber and 
a trip on the Rhine. A 10-day 
Rhine Alpine tour includes some 
of the same cities and Lake Con- 
stance, Baden and Zugspitze. 

Partisans of the North can 
choose the Scandinavian capitals 
tour throughout Norway, Swe- 
den and Denmark. 


Best Noels 
Recalled 
By Atlantans 


By SHIRLEY ZIEGLER 


Does one Christmas stand out 
in your memory as “the best one,” 
the never-to-be-forgotten one? 

The Constitution asked a num- 
ber of Atlantans to share with its 
readers their “most enjoyable 
Christmas.” Below are their an- 
swers. 

“I think it was the last Christ- 
mas I believed in Santa Claus,” 
Mayor Hartsfield replied. “I was 
about five. When you go to school, 
you get ideas, you know.” 

“Probably the time I got a bi- 
cycle. I must have been about 
eight,” said Chief Herbert Jenkins. 

“My first Christmas home from 
college,” Mrs. Kate Oliver, of the 
Atlanta Chapter Red Cross, an- 
swered quickly. “I hadn’t been 
home since September, and when 
[I got off the train in Marietta, 
I was greeted by about 20 old 
high school friends. It was also 
the Christmas my husband-to-be 
gave me my ring, and it looked to 
me like it was as big as a full 
moon. The entire holiday was just 
one round of parties after an- 
other.” 

“Of course, my Christmas cen- 
ters around music, and the first 
year my children were old enough 
to realize and participate in the 
music of Christmas was my most 
enjoyable one,” said Mrs. Howard 
C. Smith, Atlanta’s Weman of the 
Year for 1948. 

“The Christmas I got married,” 
Dr. M. D. Collins, State Superin- 
tendent of Schools, answered with- 
out hesitation. “Santa Claus 
brought me a great big beautiful, 
brown-eyed doll.” Dr. and Mrs. 
Collins were married secretly Dec. 
31, 1911. 

“I believe my best Christmas 
was the first one my nieces, who 
are now seven and four, were old 
enough to. know about and en- 
joy,” said Christine Smith, Atlan- 
ta’s movie censor. She added, “This 
one ought to be pretty good. I was 
just out of the hosfital last year.” 

Dean John B. Walthour’s most 
enjoyable one “was in 1931, the 
first one I ever had in a home of 
my own. That was in Waycross. 
It’s been more and more fun ever 
since.” 

“When I was a young man with 
a beautiful voung wife and all 
four of our children still believed 
in Santa Claus,” Hughes Spalding, 
Chairman of the Board of Regents, 
selected as his best Christmas. 

“The first Christmas after my 
husband came back from Army 
duty overseas,” Mrs. Frances 
Dwyer, Atlanta attorney, replied 
promptly. “We had always taken 
Christmas for granted before, but 
that year we realized what it 
meant, after not having had him 
with us for so long.” 


Inman Lodae Names 
Herron as Master 


J. Claud Herron was recently 
named Worshipful Master of the 
Inman Lodge, F. & A. M. at the 
group’s 37th annual communica- 
tion. 


Joseph E. King was named Sen- 
ior Warden; Eugene A. Deal, Jun- 
ior Warden; B. Frank Woodward, 
Treasurer; James C, Morris, Secre- 
tary; William E, Tillison, Chaplain, 
and William H. Herndon, Tyler. 

Other officers appointed were 
Thomas M. Tillison, Senior Dea- 
con; Willie J. Denny, Junior Dea- 
con; Charles H. Pittman, Senior 
Steward, and George T. Wood- 
ward, Junior Steward. 


Dr. Gurin 
OPTOMETRIST 
84 Forsyth, N. W. 


EXTENDS HEARTIEST 
GREETINGS OF THE 


Q SEASON, TO ALL y 


to cuties is 
the photo- Charies Beldon 
graphic saga of Charles J. Bel- 
don, now living in his adopted 
State of Florida at Redington 
Beach, St. Petersburg. Born in 
California, reared in Wyoming 
and educated in Boston, Mass., 
“Charlie,” as he is more affec- | 
tionately known, is equally at | 
home in drawing room and. 
bunkhouse. 

After graduating from Massa- 


chusetts Institute of Technology | 


in 1909, Beldon wanted to see 
some of the world before set- | 
tling down. Early in 1909, he 
and two classmates crossed the 
Russian Steppes. That trip and 
the pictures he made of Russia 
started him off on one of the 
most amazing careers to which 
a cowboy ever switched. 
Returning to the United States, 
he took up life on his dude 
ranch. He brought fame to Wy- 
oming and the West when he | 
corralled and captured baby | 
antelope and personally deliv- 
ered them by air to their new 
owners across the continent. 
And still his camera clicked | 
busily. | 
For the past six months he | 
has transferred his photographic . 
activities to foreign soil. He has | 
just returned from a 9,000-mile | 
motor trip through Italy, Aus 
tria, Switzerland and France. 
During that time he shot 4,000 | 
pictures of various religious 
shrines and a variety of festi- | 
vals and events that will be vis- | 
ited by the several million- pil-| 
grims during the 1950 Holy 
Year. 


4 


PAY 


Only $700 


Monthly statement, with 


required. 
LEFT-HANODED CHECK 


POST CARD CHECKS 


15 for $1.00 


Which Covers Postage 


SO OO ME AO ge, Em Pg pe A tm BO Aly gy I Ay, 0 OIC ITY... = 


20 Convenient Checks 


only @ 
50c per month service and mailing 
charge, with neo minimum belence 


BOOKS. 


“Truly American W& Since 1887” 


American 
SAVINGS BANK 


140 Peachtree Street 
Atlanta, Georgia 


’ 


agen nag 


sor THE ATLANTA CONSTITUTION vung aug 


__ VOL. LXXXII, No. 193. ATLANTA (2), GA., SUNDAY MORNING, DECEMBER 25, 1949. 


. ‘ ; 
: SEoescia 8 ~ RGI1A OWNED 


HANG UP YOUR Stocking 


and \\ SHALL DE FILLED. i 


It is the custom to say that Christmas 1s for children 

. But it is a mistake to think that Christmas is for 
children only...Christmas 1s for grown-ups, too, and 
to be deaf to its message is to miss the meaning of 
the dearest symbol in the dreams of a child...When 
your child, for example, hangs up a stocking on 
Christmas Eve, that 1s fas‘#...When your child 
wakes up to a stocking laden with gifts on Christ- 
mas morning, that is /v/f/ment... But that stocking 
and its contents are not the end of Christmas, but 
merely the tangible demonstration of its spiritual 
promise to all... For, Christmas is the common hope , 
of young and old...You and we may be too ancient to 
hang up a stocking in the old-fashioned sense, but 
none 1s too old to suspend a dream from the 
chimney-piece of the Spirit... All that we need is to 
believe in Santa Claus... And, in some mysterious 
way, on Christmas morning we shall find in the toe 
of that token stocking the vision of a better world. 


Happy 6; Aristmas Stockings TO EVERYBODY EVERYWHERE/ 


‘2e€ © THE ATLANTA CONSTITUTION © Sun., Dec. 25,-1949 


Miss Miriam Harland To Wed 
— Pendleton, hr. Jan. 2 


than ‘that made today by 

Mr. @nd Mrs. John H. Har- 

land’ of the betrothal of 

their daughter, Miss 

ond Har- 

land, to Walker Nelson 
Jr. The 


Peridleton, | 
riage of the popular young 


couple is scheduled for 


Thursday, Jan. 26. 

The bride-elect’s mother, from 
whom she inherits much of her 
personal charm, is the former 
Misg Wilhelmina Drummond, of 
Atlanta, Her father is a native 
of Bessbrook, Ireland, where his 
family still lives in the ancestral 
Harland home. 

Following her graduation from 
Washington Seminary, Miss Har- 
latid attended Western College, 
in Oxford, Ohio, and graduated 

rom the University of Georgia 
where she was a member of the 
Kappa Alpha Theta sorority. She 
also belongs to the Girls’ Cotil- 
lion Club, the Rabun Gap-Na- 
coochee Junior Guild, and the 
Girls’ Circle for Tallulah Falls. 

The future bride was a feted 
member of the 1943-44 Debutante 
Club, and was presented to so- 
ciety at a brilliant reception and 
dance held at the Piedmont Driv- 
ing Club. 

Mr. Pendleton is the son of 
Mr. and Mrs. Walker N. Pendle- 
ton, of Atlanta, his mother hav- 
ing been before her marriage 
Miss Emily Franklin, of Hen- 
dersonville and Nashville, Tenn. 
Hig father is a native of Augusta. 

future bridegroom attend- 


Miss Patricia Schoen To Wed 


MISS MIRIAM HARLAND 


ed the University of the South, 
and Emory University where he 
was a member of the Delta Tau 
Delta fraternity. He belongs to 
the Atlanta Athletic Club, and is 
affiliated with Waterman Steam- 
ship Corporation. 

Following their marriage, 
which will be an important event 
among the late Winter nuptials, 
Mr. Pendleton and his bride will 
reside in Atlanta. 


Horace Davis, Montgomery 


The engagement of Miss Patricia Schoen to Horace 
McConnico Davis, of Montgomery, Ala., announced today 
by the bride-elect’s parents, Mr. and Mrs. Gabriel Schoen, 
is of wide interest in the South. 


Miss Schoen, a beautiful bru- 
nette, is a noted rider, having 
won countless trophies in horse 
shows throughout the country. 
She is also a talented artist. 
She ettended the Helen Norfleet 
School in New York, and the 
National Academy of Art in 
Washington. Miss Schoen’s 
mother is the former Miss Eve- 
lyn Hirsch. 

Mr. Davis is the son of Mr. 
and Mrs. Horace O. Davis, of 
Montgomery, his mother being 
the former Miss Cleo Hancock. 


The groom-elect attended the 
University of Alabama, where 
he was a member of the Chi 


Gald Silver Chromium 
Largest and Oldest in the South 


SIMMONS PLATING WORKS 


219-23 Pryor St., S. W. 
ATLANTA, GA. 


|. Jr., of Wilmington, Del., 
unable to attend the ceremony. 
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Phi Fraternity. He served over 
seas with the Allied Military 
Government in the Thirty-Sixth 


Infantry... He is now connected 
in business with his father at 
the Davis Motor Company in 
Montgomery, where he and his 
bride will reside after their mar- 
riage in February. 

Also a noted figure in eques- 
trian circles, Mr. Davis owns a 
grand champion pony as well as 
a fine stable of show horses. His 
family owns Ridgelake Farms. 


Stephen Keefer 
To Be Christened 


Stephen Malone Keefer, infant 


} son of Mr. and Mes. Clifford L. 


Keefer, will be qdaristened this 
morning at the Druid Hills 
Methodist Church, Rev. Rufus 
Wicker will officiate. 

. The baby’s godparents, Mr. 
and Mrs. James .Priaul Martel, 
will be 
the former 


Mrs. Keefer is 


| Kathryn Malone Uselton, daugh- 
| ter of Mrs. 
_ ton. 
| grandson of Mr. and Mrs. Clar- 
CY. 8646 | 


Mary Malone Usel- 


The baby is also. the 


ence L. neefer, of Seattle, Wash. 


———- 


NYLON GIRDLES and PANTIES 
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24 Cain St. 


WA. 4972 
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Mis Buck 
Is Engaged 
To Mr. Hart 


Mr. and Mrs. Wesley J. Buck, 
of Decatur, announce the en- 
gagement of their daughter, Miss 
Joy Buck, to William Joseph 
Hart, son of Mrs. Margaret Hart, 
of Rome, and the late Mr. Hart. 

The marriage will take place 
on Feb. 5 at the First Methodist 
Church in Decatur. 

The bride-elect graduated 
from the Decatur Girls’ High 
School. She attended Emory Uni- 
versity School of Nursing and is 
now connected with the South- 
ern Bell Telephone Company. 

Mr. Hart graduated from 
Boys High School in Rome, and 
attended the Rome Division of 
the University of Georgia Off- 
with the News Department of 
Radio Station WRGA in Rome. 
Campus Center. He is connected 


‘ing their marriage. 


Miss Sara Green Is Engaged 


To James Michuley Fraley 


Announcement is made 
by Mr.. and Mrs. Alfred 
Franklin Green of the en- 
gagement of their daughter, 
Miss Sara Burr Green, to 
James McAuley Fraley, of 
Statesville, N.C. The mar- 
riage will be solemnized 
Feb. 4 at eight o’tlock at 
the Peachtree Road Presby- 
terian Church, with Dr. E. T. 
Wilson officiating. 

Miss Green’s mother is the 
former Miss Sara Kimbrough 
Burr, of Griffin and Atlanta. 

Miss Green graduated from 
North Fulton High School and 
received her Bachelor of Arts 
from Wesleyan College. She is a 
member of the Girls’ Circle for 
Tallulah Falls. 

Mr. Fraley is the son of the 
late Mr. and Mrs. John Buel 
Fraley. His mother is the for- 
mer Miss Margaret McAuley, of 
Huntersville, N. C. 

The groom-elect attended Da- 
vidson College, and served three 
years in the Navy. 

After a wedding trip, the 
couple will reside in Statesville, 
North Carolina. 


Global Phone 
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MISS SARA GREEN | 


Calls Extend 


Best Wishes to Newlyweds 


By MARGARET STOVALL 


The long-distance tele- 
phone operators must have 


been in a dither last eve- 
ning, trying to put through 
to the home of Dr. and Mrs. 


_W. J. R. Thorbecke, at Em- 


ory University, phone calls 
from literally all over the 
globe, congratulating Miss 
Evelyn Thorbecke and Jor- 
ma 'S: W. Jaftvinen, follow- 
The 


Miss Stacks, Mr. Denmark 
PlanTo Marry in Spring 


Announcement is made 
today by Mr. and Mrs. Ronie 
M. Stacks of the engage- 
ment of their daughter, Miss 
Marion Stacks, to. Thomas 


C. Denmark, of Atlanta. 
Miss Stacks attended the At- 
lanta Division, University of 
Georgia, for two and one half 
years. While attending the Uni- 
versity she was a member of 
the Kappa Theta sorority, the 
Rampway staff and the Signal 
staff. She served on the Execu- 
tive Board of the intern. tional 
sorority of Nu Phi Mu, and was 
also the 1949 unit treasurer. 


The bride-elect’s mother is the 
former Miss Yolande Pierce. 

Mr. Denmark is the son of the 
late Thomas C. Denmark and 
Mrs..Alma Q. Denmark, of At- 
lanta, who was an attorney in 
Atlanta for a number of years. 
His mother is the former Miss 
Alma Quattlebaum, of Jackson- 
ville, Fla. 

Mr. Denmark attended the 
Georgia Institute of Technology 
where he received the degree of 
Bachelor of Industrial Engineer- 
ing. While at Tech he was a 
member of the Pi Kappa Alpha 
Fraternity and was active in the 
Naval ROTC unit. He is now 
associated with Southern Bell 


MISS MARION STACKS 


Telephone and Telegraph Com- 


pany. 
Plans for a Spring wedding 
will be announced later. 


HECHTS ARE HOSTS 


To Drink to Fatherland 


Mr. 


and Mrs. Robert Hecht have issued invitations to an old- 


fashioned German Christmas party to be held at their home on 
Peachtree Battle Avenue tomorrow. 

Their guests will include the German and Austrian war brides 
and the exchange students here, who will assemble at 5 o’clock 


to drink toasts to their fatherland, after which 


supper will be 


served. There will be a Christmas tree, adorned with real lighted 
candles after the continental custom. 


Mr. 
taining. 


and Mrs. 


Tom Morgan will assist their parents in enter- 


Authentic Golonial Reproductions. 
792 Peachtree St. 


Miss Marjorie Sheridan 
Engaged to Mr, McCullohs 


Mrs. William Martin 
Sheridan announces the en- 
gagement of her daughter, 
Miss Marjorie Lynn Sheri- 
dan, of Spartanburg, S. C., 
to Harry Lee McCullohs, 
Jr., of Columbia, S. C., and 
Eufaula, Ala. 


unique ceremony took place 
beneath the Christmas tree 
in the Thorbecke living 
room. There were no guests 
present, just the family. 
Rev. Dermon A. Fox offi- 


ciated. 

Miss Karin Thorbecke, a sen- 
ior at Agnes Scott College, was 
her sister’s maid of honor. 

Among the first to extend con- 
gratulations, by: long distance, 
were the groom’s parents, Mr. 
and Mrs. Waldemar Jarvinen, 
of Helsinki, Finland. Next came 
a call from the bride’s sister, 
Mrs. Embree M. Kennedy, whose 
husband is with General Motors 
Corporation in Sao Paulo, Bra- 
zil, which was followed by one 
from another brother in Caégifor- 
nia, William H. Thorbecke, who 
married Leopold Stokowski’s 
daughter, Sonya. 

The bride’s’ relatives phoned 
from The Netherlands and Par- 
is and cablegrams poured in 
from such far-flung places as 
South Africa, Egypt, Israel and 
Syria. 

There was only one ominous 
note in -this international long- 
distance party: the absence of 
messages from China where Dr. 
Thorbecke, who teaches political 
science and international affairs 
at Emory University,. was am- 
bassador for The Netherlands 
for many years. 

Upon the completion of his 
work for a ‘degree at Emory, 
the groom and his bride will! re- 
turn to Helsinki where he will 
enter the diplomatic service. 


* PhiMu Yule Tea 
Planned Dec. 27 


Atlanta Phi Mu Alumnae 
Chapter members will ‘entertain 
the Phi Mu collegiates and their 
mothers at their annual Yule 
tea at the home of Mrs. Claude 
Grizzard, Jr., Dec. 27, from 3 to 
5 p. m. The 61 collegiate honor 
guests attend 17 schools through- 
out the South and Middle West. 

Assisting Mrs. Grizzard and 
Mrs. James: W. Bradley, Presi- 
dent of the Atlanta Chapter, 
will be Mrs.. Blair Burks, Mrs. 
Arthur H. Waite, Jr., Mrs. Levy 
R. Tindall, Mrs. Edgar G. Kil- 
patrick, Mrs. Leon Jone, Jr., 
Miss Betty Lathem and Miss 
Edith Willingham. 


Miss Aycock To Wed 
Mark L. Whitfield 


HUNTSVILLE, Ala. — The 
marriage of Miss Ellen Aycock, 
daughter of Mr. and Mrs. Price 
Aycock, to Mark L. Whitfield, of 
Gadsden, is announced for Dec 
27 at the home of the future 
bride’s parents in Big Cove. Dr. 
John &. Milford, of Huntsville, 


SOCIETY EVENTS 


SUNDAY, DEC. 25 - 


Open house from 3 to 6 o’clock 
by Miss Charlene Winterly. 


Trousseau tea from 4 to 6 o'clock 
for Miss Leuise 
Mrs. M. W. Liddell. 


Cocktail party from’ 5 to 7 
o’clock for Miss Gwynneth 
Oliver by Mr. and Mrs. Fred 
Sorrow and Miss Edith Sor- 


MISS MARY JANE KANTZ 


Miss Kantz Plans 
Spring Wedding 


Mr. and Mrs. Kenyon W. 
Kantz announce the engagement 
of their daughter, Miss Mary 
Jane Kantz, to Aaron Giles 
Strickland, Jr., of Claxton and 
Atlanta. 


The bride-elect was graduated 
from North Fulton High School, 
and attended the University of 
Alabama where she was a mem- 
ber of Phi Mu Sorority. 

The bridegroom-elect is the 
son of Mr. and Mrs. Aaron Giles 
Strickland, of Claxton. He is a 
graduate of Emory University 
where he was a member of 
Alpha Kappa Psi business fra- 
ternity and Sigma Nu_ social 
fraternity. He is now REO 
with Rich’s, Inc, 

The wedding will take place 
in the Peachtree Christian 
Church and will be an event of 
the — Aaisten, a 


MISS ROB NELL McCUTCHEON |! 


Belle To Wed 


Luther Pitts, Jr. 


Mrs. Alice McCutcheon an- 
nounces the engagement of her 
daughter, Miss Rob Nell Mc- 
Cutcheon, to Luther T. Pitts, Jr., 
the marriage to take place on 
Dec. 30. 

Miss McCutcheon is a grad- 
uate of Joe Brown High School. 
She is associated with the 
American Mutual 
Company. 

Mr. Pitts is a student at 
Emory University. 


Mr. Tracy 


, Miss Trueheart 


Wed at ' Fashionable Rites 


Highlighting Yuletide fes- 
tivities was the marriage of 
Dick Tracy to Miss Tess 
Truehart, which took place 
last evening at a brilliant 
ceremony in New York City. 

Mr. Tracy, well known in 
crime detection circles, is the 
scion of a long line of FBI mag- 
nates, while his beautiful blonde 
bride is prominent in New York 
society. 

Serving as best man was B. O. 
Plenty, life-long friend of Mr. 


Tracy. Mrs. Gravel Gertie was | 


matron of honor. Her gray- 
haired beauty was accented by 
a tan gown of sheer croker sack 
material fashioned off the shoul- 
der with a tight-fitting bodice. 

Little Sparkle Plenty, flower 
girl, scattered roses in the path 
of Mr. Tracy and his bride, 
while Junior, an indiscriminate 
kin of the groom, was ring- 
bearer. 

Following the marriage, a 
quiet reception was held at the 
new home of the bride and 
groom. All of fashionable soci- 
ety turned out for the gala af- 
fair, although two of Tracy’s 
friends, Prune Face and Flat 
Top, were unavoidably detained 
at Federal Prison. 

The prominent voung couple 
will honeymoon at Tracy’s Sum- 
mer home, overlooking Alcatraz. 


Miss Shurbutt 


f 


Weds in Ben Hill 


The marriage of Miss Jean | 
Shurbutt and Johnny Ralph . 


Harper, Jr., was solemnized last 
vening at the Ben Hill First 
aptist Church, by Rev. D. H. 


Maxey, assisted by Rev. Lewis | 


Shurbutt, brother of the bride. 


The bride, who was given in | 
marriage by her father, wore a | 
Chantilly lace gown embroidered | 


in seed pearls and crystal beads, 
and fashioned with a fishtail 
bustle and a cathedral train. Her 
veil fell from a Juliet cap of 
Chantilly lace embroidered with 
pearls. She carried a _ prayer 
book topped with white orchids. 

Miss Jo Ann Harper, sister of 
the groom, was maid of honor 
and the bride’s only attendant. 
She wore pink slipper and nylon 
tulle. Her flowers were a bou- 
quet of pastel blossoms. 

The groom’s father, John Ralph 
Harper, was best man. The ush- 
ers were Jack McDuffie, Luther 


McWilliams, George Stewart and | 


Bobby Towns. 

After a’ wedding trip Mr. and 
Mrs. Harper will reside at 399 
Atwood St., S. W. 
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MRS. DICK TRACY 


Silver Wings Club 


The Silver Wings Club holds 
its meeting, Christmas party and 
installation of officers at 2:30 
Dp. m. on Dec. 27, at the home of 
Mrs. J. Earle Roberts, Sr., 1204 
Woodland Ave., S. W. Mrs. John 


~W. Meyers is in charge of the 


program. 
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will officiate. 

Miss Janetta Cannon, of An- 
dalusia, will be maid of honor 
and Ralph Whitfield, brother of 
the groom-elect, will be best 
man. 

The bride-elect has been a 
student in the school of arts and 
sciences in the University of 
Alabama. Mr. Whitfield is a 
graduate of the university. The 
couple will make their home in 
Marion, Ala. 


Church Party 


CUTHBERT—A Christmas par- 
ty was sponsored by the Sunday 
School of Cuthbert Methodist 
Church for members of the school 
and the church. 
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WAY 


Miss Sheridan is the daughter 
of the late Dr. William Martin 
Sheridan, of Spartanburg, S. C. 
She graduated from St. Mary’s 
School in Raleigh, N. C. She at- 
tended St. Mary’s Junior College 
in Raleigh and Converse College 
in Spartanburg, S. C. ‘ 

Mr. McCullohs is the son of 
Mr. and Mrs. Harry Lee Mc- 
Cullohs, Sr., of Eufaula, Ala. The 
groom-elect is a graduate of The 
Citadel, in Charleston, S. C., and 
served in the Pacific theater as a 
lieutenant in the llth Airborne 
Division. He is now associated 
with Hurt & Quin, Inc., of At- 
lanta. 

The wedding will take place in 
the early Spring. 


HOME’... 


Yule Program 


WAYCROSS—The Waycross Ro- 
tary Club had four attractive 
young girls as guests of honor at 
their annual Christmas program 
at the Ware Hotel, presenting each 
of the guests with a complete out- 
fit of clothing. 
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CARDS joy, and prosperity 


lighten your hearts 


MISS MARJORIE SHERIDAN 
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MONOGRAMMED STATIONERY 
this Happy Yuletide. 


WED 62 YEARS—Flder and 
Mrs.. W. W. Riner, of 354 
N. Highland Ave. N. E.., 
recently celebrated their 
sixty-second wedding anni- 
versary. They had eight 
children, five of whom are 
living; 14 grandchildren, 11 
of whom are living, and 10 
great-grandchildren. — 
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STATE ENGAGEMENTS ; 


AYCOCK—WHITFIELD . | 
Mr. and Mrs. Price Aycock, of Huntsville, Ala., announce the 
engagement of their daughter, Ellen, to Mark L. Whitfield, of 
Gadsden, Ala., the marriage to take place Dec. 27. 


BOYD—LOVE . 
Mr. and Mrs. Robert Boyd, of Cartersville, announce the engage- 
ment of their daughter, Betty, to James H. Love, of Los 
Angeles, Cal., the marriage to take place in early February. 


BURRELL—KELEHEAR 
Mr, and Mrs. Zeb Lee Burrell, Sr., of Tallulah Falls, announce 
the engagement of their daughter, Kathryn Anice, to Oscar 
Leon Kelehear, Jr., of Brunson, S. C., and Demorest, the date 
of the wedding to be announced later. 


CORTES—AVIRETT , 

Mr. and Mrs. Marshall F. Cortes, of Worcester, Mass., announce 
the engagement of their daughter, Barbara Ann, to Luther G. 
Avirett, son of Mr. and Mrs. E. R. Avirett, of Albany, the 
—- to take place Dec. 31 in First Church, Old South, in 


DELANEY—DAVIS  __—s. 
L. C. Delaney, of Coolidge, announces t 
daughter, Margie Ann, to Jack Lloyd 
the marriage to take place Jan. 28. 


DURNER—GEER , | 
Mr. and Mrs. Loren Durner, of DeLand, Fla., announce the en- 
gagement of their daughter, Elizabeth, to William D. Geer, 
son of Mr. and Mrs. W. F. Geer, of Augusta, the wedding plans 

to be announced later. 


EZELL—CARR 
Frank Ridley Ezell, of Monticello, announces the engagement ‘of 
his daughter, India Carolyn, to Edward Noie Carr, of Wood- 
a N. Y., and Waltham, Mass., the marriage to take place 
ec, 31. 


FULCHER—NEWSOME 
Percy C. Fulcher, of Hephzibah, announces the engagement of his 
daughter, Joyce, to James N. Newsome, of Augusta, the mar- 
riage to take place on Jan. 15. 


GAY—SPEAR 
Mr. and Mrs. Emory S. Gay, Sr., of Millen, announce the engage- 
ment of their daughter, Annette, to John Benjamin Spear, Jr., 
of Forsyth, the marriage to take place on New Year’s Day. 


KIRBY—MEHAFFEY 
Mrs. William Causey Kirby, of Langdale, Ala.. announces the 
engagement of her daughter, Julia Belle, to Jesse Franklin 
Mehaffey, of Lanett, Ala., the marriage to take place Feb. 11. 


PRICE—THOMPSON 
Mr. and Mrs. Jacob Garland Price, of Vidalia, announce the 
engagement of their daughter, Martha Alinor, to Esley An- 
drew Thompson, the marriage to take place in late January. 


REYNOLDS—TARRANT 
Mr. and Mrs. Jesse Golden Reynolds, of Toney, Ala., announce the 
engagement of their daughter. Kathryne, to Thomas Robert 
or of Birmingham, Ala., the marriage to take place 
an. 20. 


RICKETTS—BRAGG 
Mr. and Mrs. John L. Ricketts, of Augusta, announce the engage- 
ment of their daughter, Norma Adele, to Wallace Arvin Bragg, 
son of Mr. and Mrs. John W. Bragg, the wedding to be an 
event of February. 


STONE—ADAMS 
Mr. and Mrs. Roland O. Stone, of Fitzgerald, announce the en- 
gagement of their daughter, Angelle, to Baney Reid Adams, 
of Fitzgerald, the wedding to be solemnized in January. 


TAYLOR—JENSEN 
Mr. and Mrs. Irvin Mansfield Taylor, of Vidalia, announce the 
engagement of their daughter. Frances Elizabeth, to Robert 
Edward Jensen, of Rensselaer, N. Y., the marriage to take 
place during the post-holiday season. 


Press Club 
Party Is Set 


Members of the Atlanta 
Woman’s Press Club will 
gather for a unique party- 
meeting on Wednesday at 5 
p. m. in the Magazine Room at 
the Atlanta Journal. The 
President, Helen Knox Spain, 
will preside. 

Doris Lockerman will be 
entertainment chairman with 
Medora Field Perkerson as 
co-chairman, Members of the 
Committee include Pat La- 
Hatte, Florence Miles, Sara 
Jones, Ellen Quarterman, Jes- 
sie Ingram, and Lenna Mc- 

Kinley. 


engagement of his 
avis, of Thomasville, 


MISS THORA OLSEN 


Miss Olsen's 
Betrothal Told 


Mr. and Mrs. Olaf Helmer 
Olsen, of St. Simon Island, an- 
nounce the engagement of their 
daughter, Miss Thora Weltner 
Olsen, to Charles Dexter Kim- 
s.y, son of Mr. and Mrs. James 

Melvin Kimsey, of Atlanta. 
The wedding will take place in 
the Spring. 

Miss Olsen is a graduate of 
Glynn Academy High School 
and attended Wesleyan Conserv- 
atory. 

Mr. Kimseysattended’ Emory 
University, Duke and received 

his B degree from Mercer 

| University where he was a 

ember of.the Sigma Nu fra- 
ternity. Be is associated with 
the advertising department of 
the Albany ‘ferald, Albany. 


Miss Thurman To Wed 
Mr. Meek In February 


Mr. and Mrs. Sam D. Thur- 
man announce the engagement 
of their daughter, Miss Mary 
Elizabeth Thurman, to Richard 
Lee Meek. The wedding will be 
solemnized in February. 


“DRESS FOR TWO” as in- 
expensively as one! 
Maternity Dresses from 
$7.99; Jumpers from $5.99. 
Suits .... Skirts... 
Lingerie. 


FREE! Cute baby hangers 
.«. ask for yours! 


28 Cain Street, N. E. 
WaAlnut 8545 


GREETINGS 


To Wish You a Merry Christmas 
And a Glad New Year! 


The lailored 


STORE HOURS 9 TO 5:30 
2937 PEACHTREE ROAD 


MISS NAN FRANKEL 


Miss Frankel 
Is Fiancee 
Of Mr. Levy 


Announcement is made by Mr. 
and Mrs. Joseph Slaughter 
Frankel of the engagement of 
their daughter, Miss Nan Frank- 
el, to Harry Joseph Levy. 

The bride-elect was graduated 
from Napsonian School and at- 
tended Stephens College and The 
Atlanta Division of the Univer- 
sity of Georgia. While at high 
school she was president of 
Sigma Theta Pi Sorority. 

Mr. Levy is the son of Mr. 
and Mrs. Phillip Levy, of 
Shreveport, La., formerly of At- 
lanta. He is a graduate of Boys 
High School and The Atlanta 
Division of the University of 
Georgia, At presént he is asso- 
ciated with The Citizens and 
Southern National Bank. 

Wedding plans will be an- 
nounced at a later date. 


MISS SUE McVAY 


McVay-Collins 
Betrothal Told 


Mr. and Mrs. Hugh McVay 
announce the engagement of 
their daughter, Miss Anna Sue 
McVay, to William C. Collins, 
son of Mr. and Mrs. Melvin 
Collins, of Athens. The wedding 
will take place in the Spring. 

The bride-elect. was gradu- 
ated from Girls’ High School, 
Atlanta, and is now a student at 
the University of Georgia, 
where she will receive a B. S. 
degree in June. 

The groom-elect graduated 
from Bogart High School. He 
served in the U. S. Navy three 
years during the last ‘war. He 
is now a student at the Univer- 
sity of Georgia. 
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CHRISTMAS GIFT 


Dreams walk and so do Christ- 
mas gifts this year. All boxed 
up and ready to go, Mary Louise 
Crayenbuhl wears the _ latest 
thing in Christmas packages. 
deep green metallic paper, tied 
with a royal order design of 
wide silver ribbon and a shower 
bow of red and green ribbon 
with Christmas tree balls. Her 
snow man’s hat has sprung a 
fresh crop of snowballs and 
holly leaves and is tied on with 
“red satin streamers, to match 
Ceil Chapman’s holly-red net 
evening gown. From Franklin 


SO Walking Christmas 
Gifts. 


Christmas Customs Change, 
But the Memory Lingers 


Did you ever see the prjnt of Santy’s muddy boot on a 
chair by your fireside on Christmas morning? : 
Or ashes scattered over everything to complete the 
illusion that the fat old gentleman had a hard time getting 
down the chimney with his full pack? 
Chances are that is exactly what you would have been if you 
had lived at the Wren’s Nest during the lifetime of the late Joel 
Harris, known to little children everywhere as their 
beloved Uncle Remus. 


Uncle Remus loved Christmas and set great store by it, accord- 
ing to members of his family. He preserved the mystery sur- 
rounding it and tried:to give as much reality as possible to all the 
delightful make-believe stories about Santa Claus to which chil- 
dren are entitled. 

He and Mrs. Harris started their Christmas shopping early . 
in Octeber. Consequently, their home was never a bechive 

ef feverish activity. of the last moment. 


reom until all the small fry were safely off te bed on 

mas Eve. Everything was the work of Santa Claus. 

As soon as they were sure that the children were asleep, they 
got busy. They brought in the tree and decorated it with home- 
made popcorn balls, bright paper chains, strings of cranberries 
and yeal candles that were clipped to the branches and lighted on 
Christmas morning. They filled stockings with oranges, raisins, 
candy canes, and topped them with dates and Malaga grapes as 
a special treat. The footprint and ashes were the last touch. 

They were hardly 4n bed before the children were up—before 
day always on Christmas—and clamoring to see what Santa had left. 

It’s hard to believe the Wren’s Nest kitchen was not bustling 
with activity for several days ahead, however, for members of the 
family recall that there were always a roast turkey and a whole 
baked ham for dinner, to say nothing of endless delicacies, and 
always a choice of ambrosia or “trifle” for dessert. 


Near the Wren’s Nest in West End was another home, The 
Homestead, where Christmas was also a grand and glorious 
event. This was the home of Dr. and Mrs. E. L. Connally, 
who never failed te gather all their children and grandchil- 
dren from far and neap under the rooftree to spend Christ- 
mas Eve night. : 

When they arrived, Mrs. Connally had the house lavishly deco- 
rated with holly, mistletoe and a gaily trimmed tree. She had 
moved her ferns, her begonias and Christmas cactus plants in from 
the solarium, and everything looked very festive. Before they 
went to bed, each member of the family hung his stécking at the 
fireplace in Dr. and Mrs. Connally’s spacious bedroom. 


Next morning everyone assembled at the breakfast table and 
Dr. Connally read the beautiful story of the Nativity. Then they 
fell to and opened all the presents piled under the Christmas Tree. 

Many of the beautiful traditions pf that day still are ob- 
served by the Connally children. For instance, on Christmas 
Eve the eldest daughter, Mrs. John S. Spalding, always-en- 
tertains the family group at dinner at her home on Rivers 
Road. 

They do not all spend the night, as they did in former days, for 
modern houses are not as spacious as The Homestead. But when 
they finish dinner, each member folds his napkin, puts it under 
his place card and repairs to the living room where they all hang 
stockings at the fireplace just as if they were children again. 

On Christmas morning everyone—each child, grandchild and 
great-grandchild—goes back for breakfast and takes the same 
place he had the evening before. They all join hands for a Christ- 
mas prayer, and then the story of the Nativity is read, just as Dr. 
Connally used to read it. After breakfast they open the gifts which 
are piled under the tree in the sun parlor, and see what old St. 
Nick left in their stockings. 

There is a slight departure this year, however. With Christmas 
falling on Sunday and Mrs. Spalding’s son-in-law, Robert Bryan, 
serving as Superintendent of the Second-Ponce de Leon Baptist 
Sunday School, and her daughters, Mrs. Bryant and Mrs. Albert 
Anderson, in charge of the Children’s Department there, it will 
be impossible for all the family to gather for breakfast and the 
opening of presents before 9:30. Hence the family will all go 
back at three o’clock this afternoon to see what the Christmas tree 
holds for them. 

There is also a slight departure in the Christmas menu. ‘Vhen 
asked if she would serve the same things her mother prepared, 
Mrs. Spalding laughed. 

“Heavens, no,” she said.. “With 22 guests to feed, I would 
not think of having three desserts. Mother always had 
charlotte, eggnog and syllabub te choose from. It’s all I can 
do to manage one.” 

Though some of their Christmas customs passed on with the 
oldsters who made them so delightful, it is good to know that 
others are perpetuated by the sons and daughters who relive their 
youth in observing them. 
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MISS PATRICIA KELL 


Kell-Hasty 
Betrothal Told 


Mr. and Mrs. Charles Nelson 
Kell, of Decatur, announce the 
engagement of their daughter, 
Miss Patricia Kendall Kell, to 
Boyette Augustus Hasty, Jdr., 
of Atlanta. The wedding will 
take place in March at the First 
Presbyterian Church of Decatur. 

The bride-elect’s mother is the 
former Miss Vera Stow, of 
Moline, Ill. Miss Kell was grad- 
uated from Decatur Girls’ High 
School and later attended Stet- 


son University where she was a | 
memberwof the Alpha Xi Delta | 
Socia] Sorority. She is now em- 


ployed by Southern Bell Tele 
phone and Telegraph Company. 

The groom-elect is the son of 
Mr. and Mrs. Boyette Augustus 
Hasty, Sr., of Atlanta. 


a 
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The wedding will take place 
the latter part of January. 


Stork Set 


pital. Mrs. “régone is the for- 
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Dr. and Mrs. Walter M. Watts 
announce the birth of twin 
daughters on Dec. 16 at Emory 
University Hospital, who have 
been named Helen Neely and 
Ruth Elizabeth. Mrs. Watts is 
the former Miss Adelene Bar- 
nett. 


Mr. and Mrs. Alec Tregone, 
of Marietta, announce the birth 
of a daughter, Claire Allen, on 
Dec. 19 at Crawford Long Hos- 


mer Miss Madge Schilling, of 
Marietta. 


Mr. and Mrs. William C. Otto, 
Jr., announce the birth of 
son, Richard Eugene, on Dec. 
at Crawford W. Long Hospital. 
Mrs. Otto is the former Miss 
Jean Hogue. 


Mr. and Mrs. Roy R. Guinn, 
Jr., announce the birth of a 
daughter, Judy Louise, on Dec. 
19 at Georgia Baptist Hospital. 
Mrs. Guinn is the former Miss 


mother was before her marriage, | “# 


Miss Julia Wright, of Resaca. | 


Mr. Hasty graduated from Tech | © | 
High School where he was a |= 
member of the Officer’s Club. |g 


He later attended North Georgia % 
attending — | 


College and is now 
the Atlanta Division, University 


of Georgia Evening School. He | 
is. employed by the Fireman's | 


Fund Insurance Company. 


Cortes-Avirett 
Betrothal Told 


ALBAN Y—Mr. and Mrs. Mar- 
shall F. Cortes, of Worcester, 
Mass., announce the engage- 
ment of their daughter, Miss 
Barbara Ann Cortes, to Luther 
G. Avirett, son of Mr. and Mrs. 
E. R. Avirett, of Albany. 

Miss Cortes, a graduate from 
the High School of Commerce in 
Worcester, is employed by W. H. 
Sawyer in that city. Mr. Avirett, 
graduate of Albany High School, 
is employed by Vernon Drug, 
Inc., also in Worcester. 

The wedding will be an event 
at the First Church, Old South, 
in Worcester, on Dec. 31. 


Helen Doris Kelly. 


by 


. with @ meticulous eye to detail 
“SFS” provides the ultimate in dis- 
tinctive craftsmanship. Decorator serv- 
ice by appointment at your conven- 
ience. Continuous phone service. 


WaAlnut 4157 


The last, the littlest, the tiredest Allen Angel 


has folded her wings for another year. 


But we heard her exclaim 


As she limped out of sight: 


MISS JANE TAYLOR 


Miss Taylor 
Is Affianced™ 


Mr. and Mrs. Jecry H. Taylor, 
of Decatur, announce the en- 
gagement of their daughter, 
Miss Eleanor Jané Taylor, to 
Claude H. Patton, son of the 
Rev. and Mrs. James G. Patton, 
of Decatur. The wedding will 
take place in the early Summer. 

The bride-elect graduated 
from Decatur Girls’ High School 
where she was a member of the 
National Honor Society. She 
attended the University of Ala- 
bama where she was a member 
of the Alph:. Lambda Delta hon- 
orary scholastic sorority and 
Alpha Gamma Delta, social so- 
rority. 

Mr. Patton graduated from 
Decatur Boys’ High School, 
where he served as President 
of the National Honor Society. 
In June he will receive a 
Bachelor of Science degree in 
civil engineering from Virginia 
Military Institute. He has been 
a member of the varsity football 
and baseball teams at Virginia 
Military Institute for four years. 


Reynolds-Tarrant 
Troth Announced 


HUNTSVILLE, Ala.—The en- 
gagement and approaching mar- 
riage of Miss Kathryne Reyn- 
olds to Thomas Robert Tarrant, 
son of Mrs. Sam A. Tarrant, of 
Birmingham, is announced by 
Mr. and Mrs. Jesse Golden Reyn- 
olds, of Toney, parents of the 
bride-elect. 

The wedding is to be an event 
of Jan. 20 in the Meth- 
odist Church in Birmingham. 


Merry Christmas to all... 


may your New Year be bright! 
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CHRISTMAS TREE PARTY—With an ax, a saw and 
an adventurous spirit six happy Druid Hills High stu- 
ents went a-hunting for a Christmas tree this week. 


MEMO TO- TEACHERS: 


Writing Awards Offer 
Opportunity ‘to Students 


Memo to teachers of English composition and journalism 


in Georgia: 


’ 


You know how much it means to talented young people 
when their achievements are recognized. Here is an oppor- 
tunity to give them encouragement. 


The Georgia Regional Scholas- 
tie Writing Awards, sponsored 
by The Atlanta Constitution, in- 
vite the best work produced in 
regular class assignments. There 
are no special papers to writg 
no time is diverted from impor- 


tant school work. 

Both junior and senior high 
school students are eligible, and 
the 21 classifications parallel! 
the school program. 

The deadline for sending in 
entries is Feb. 15, 1950. 

Gold Achievement Keys and 
Certificates of Merit are pre- 
sented to Regional Awards win- 
ners and their manuscripts au- 
tomatically are entered in the 
National Scholastic Writing 
Awards. 

The Scholastic Writing Awards 
are a talent search. Join us in 
discovering and encouraging the 


Sacred Heart 
Names Queen 


Katherine Tate has been elect- 
ed to reign as queen of the apn- 
nual May Festival at Sacred 
Heart. . : 

The popular senior’s maid of 
honor will be Angela Ray, and 
the court will include the entire 
senior class. The event is spon- 
sored by the Mothers’ Club. 


The Live Wire, Sacred Heart 
paper, received an “A” rating 
from the National Duplicated 
Paper Association for 1948-49. 
Several examples of Live Wire 
art were distributed as he!pful 
suggestions for other news- 
papers. 


Barbara Kelly, editor of the 
Satred Heart Annual, Sacre 
Coeur, was selected “Girl of the 
Month” for December. 


— 


PRE-KUT 


Ornamental Iron 
Stair Railings, Burglar Bars 
and Columns 


Fences, Porches, Terraces, 
Balconies, Gates, Stairways, 
Breezeways, Window Guards 
Permanent Rose Trellis 
Fer Free Estimates 


Cell CY. 8456—CY. 8457 


Lawson National 
Leather Company 


2a8 Mitehel! 6t. 8. W. 


—— 


junior and 
students who excel in English 
composition and journalism. 


BY HAND 


Color Added 

To King's Page 

The Christmas issue of “The 
King’s Page,” Christ the King 
High School paper, boasted 
something nev in color print- 
ing this year. 


Hand-paintee pictures were 
featured on tke first and last 


pages of the 10-page mimeo- © 


graphed edition. Every mem- 
ber of the Junior Class, which 
produces the journal, co- 
operated in the project. 

More than 250 copies were dec- 
orated by the industrious girls. 

The paper’s masthead also 
featured for the first time its 
new slogan, “Written by the 
Pages; led by the King.” Jean 
Buck was credited with the 
winning entry, 

Other interesting suggestions 
included “Our Queen’s Love 
Goes Into the King’s Page,” by 
Pat Penny: “Past, Present and 
Still to Come,” by Mary Ellen 
Rich; and “The King’s Page 
Paging the King’s Children,” 
by Eleanor Ray. 


». Honor Study 
; Marietta Aim 


The Pitchfork, Marietta High 
paper, can chalk up another suc- 
cessful campaign. 

Three months ago the paper 
introduced its drive to revive 
the honor study hall for juniors 


' and seniors. The major school 


| organizations, 


Student Council, 
Tri-Hi-Y, Key Club, and Junior 
Civitan, quickly ratified the 


| plan, and others, such as Junior 


Music Club, Future Teachers of 
America and Art Club followed 
close behind, pledging their sup- 
port. 

When school reopens Jan. 2, 
the plan will become a reality. 

Fourteen students have signed 
up for the unsupervised study 


| hall, pledging themselves “to ob- 
serve honor study rules, honesty. 


courtesy and quiet: and to re- 
port violations of the rules to 
the honor Study Committee of 
the Student Council, including 
personal misdemeanors.” 

The Honor Study Committee 
is composed of JoAnn McClure, 
President of the Senior Tri-Hi- 
Y; Dorliss Ryle, head of the 
Student Council. and Priscilla 
Arnold, Editor of the Pitchfork. 

Marietta High had an honor 
study hall two years ago, but it 
has never before had the back- 
ing necessary for its success. 


senior high school 
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It took a good half hour to find “just the right one,” but 
they finally agreed on a bushy pine at the left. Bring- 
ing the tree to the ground are, left to right, Mary Burke, 


Oung 


eae 


EDITED BY SHIRLEY ZIEGLER 


EVERY GOOD WORK... 


NEXT SEPTEMBER 


Drive Courses 


Set for 3 
More Schools 


Driver training courses will 
be extended to three more city 
high schools this semester. 


The course is currently being 
taught at Murphy and Roose- 
velt, and will begin in Febru- 
ary at Bass, Grady and O’Keefe. 

“By next September we hope 
to have enough teachers trained 
for every high school, including 
the Negro schools,” Miss Ira 
Jarrell, Superintendent of the 
Atlanta Schools, said. 

“So many people think they 
don’t have to be taught driving. 
It’s just something that you pick 
up. That’s why we have so many 
accidents,” she declared. 

As soon as enough properly 
trained teachers and dual con- 
trol cars are available, Miss 
Jarrell hopes to make driving 
training a requtred course for 
every high school student. 

The courses will be climaxed 
this year by a father-and-son 
and father-and-daughter ban- 
quet, at which school officials 
hope the fathers will agree to 
let their children have the car 
on certain nights a week if the 
students sign “contracts” limit- 
ing their use, speed, passengers 
and all reckless practices. 


The Christmas Meaning 


By WILLIAM KREPS 
Editor, The Blue and Gold, Marist College 


Christmas is indeed a time of merriment and festivity. People 
in general at this time of the year are more jovial and throw their 
cares to the wind. School is dismissed for two weeks which 

Se eT give both faculty and students a well- 
deserved rest. 

There is a great tendency, however, 
for people to forget the real meaning of 
Christmas. It was on Christmas Day 

= 19% centuries ago that Our Lord became 
= Man and was born into the world. This 
= act was the greatest act of humility of 
Pee all time—God, who is infinitely divine, 
= lowering Himself for the sole purpose of 
* opening the gates of Heaven so that man 
%* might again see God, 

Re te The real meaning of Christmas lies 
= © Tight there—humility. This year we 
$: should all try to do good works for other 

people and remember Christ thought 
® enough of us to die painfully on the 
ea) Cross. The least we can do is to think 
ee of our fellow man. 

Every good work performed in this 
life will be rewarded twofold in the next. 

es Being good to your neighbor is accom- 
pe panied by honoring God and showing 
fe Him you love Him. 
setae BR Keep in mind today you are going 
William Kreps to give thanks to Almighty God for the 
blessings He has given to you, and try to pay Him back in 
some measure. 


, 


Teena Stern, Bob Ramsey, Bob Longshore, Jimmy 
Maxey and Patte Nall. When they got the tree into the 
convertible, they couldn’t find room to seat them- 


Constitutin Staff Photes—Pat Livingston 


selves, but teen-agers know no obstacles, and they even- 
tually got underway. A merry decorating party climaxed 
the cold, but exciting, afternoon. 


US ussion 


Make It 


Yourself 


SCRE SR POE SOE SSE ESOL OE LOE SO NCS ASS CS Ya 


Imagine—this snug and warm 
coat comes with its own hood and 


TNE Oe ee a | Saley companion dress. Try the 


o OOKE SHE ES wish you 


221 Peachtree St., N; E. 
(Next te J. P. Allen) 


coat in gay corduroy! All in one 
pattern. 

| No. 2034 is cut in sizes 1, 2, 3, 4. 
Size 2 dress, 1% yds. 35-in.; coat 
and hood, 2% yds. 35-in. 

Send 25 cents for pattern with 
name, address, and style number. 
State size desired. 

Make-It-Yourself Pat- 
terns, The Atlanta Constitution, 
Box 229, Madison Square Station, 
New York, N. Y. 

Patterns ready to fill orders im- 
mediately. For special handling of 
order via first-class mail include 
an extra 5 cents per pattern. 
Would you like to see a collec- 
ition of more than 150 other pattern 
‘styles that includes designs for all 
members of the family—from tiny 
tots and growing girls to juniors 
and misses, mature and larger-size 
women? Just include the Fall-Win- 
ter Fashion Book in your pattern 
order. It’s a big aid to every home 
sewer. Price per copy 15 cents. 


SOMETHING OLD, SOMETHING NEW —And there’s also some- 
thing borrowed and something blue in a batch of 16 new re- 
leases by Columbia on seven-inch long playing records. Featur- 
ing some _of the nation’s top vocalists—Sinatra, Day, Wayne, 
etc.—and ‘outstanding orchestras, the record group contains a 
generous share of old favorites as well as current hits. Some 
are better than others, but all are well done. : 


Kay Kyser’s orchestra does “Six Times a Week,” and “Hush 


Little Darling,” (ZLP 1811-12), and “Why Don't 
We Do This More Often,” and “You and I,” 
(ZLP 1715-16). Sarah Vaughn sings “I Cried 
for You,” and “You Say You Care,” (ZLP 1717- 
18) and “Lonely Girl,” and “Fool’s Paradise,” 
(ZLP 1685-86). Jimmy Dorsey brings together 
his original “Dorseyland” Jazz Band for “John- 
son Rag.” and “Charley My Boy,” (ZLP 1824-25). 
Frank Sinatra sings “Lost in the Stars,” and “The 
Old Master Painter,” (ZLP 1810-1823). Aided by 
the Country Cousins, Doris Day singe “I’ll Never 
Slip Around Again” and “The Game of Broken 
Hearts,” (ZLP 1764-65). The Mariners do “On 
the Island of Oahu” and “Leprecaun Lullaby,” 
(ZLP 1695-96). Jerry Wayne is heard in “She 
Wore a Yellow Ribbon” and “I Gotta Have My 
Baby Back,” (ZLP 1840-41). Fred Lowery, the 
whistler, joims Mitchell Ayres’ Orchestra in 
“Boots and Saddle” and “My Wild Irish Rose.” 
two old-timers (ZLP 1719-20). Les Brown’s 
Orchestra plays “Where Are You” and “Ten- 
derly,’ (ZLP 1679-80). , Chubby Jackson’s Or- 
chestra does “All Wrong,” and Tiny’s Blues,” 
(ZLP 1693-94), Gene Krupa, the drummer man, 
and his orchestra, play “I Want a Grown Up 
Man” and “Why Fall in Love With a Stranger,” 
(ZLP 1691-92). Herb Jeffries couples “A Man 
Wrote a Song” and “The Shepherd” (ZLP 1723- 
24). The Charioteers choral group sings “This 
Side of Heaven” and “Hawaiian Sunset,” (ZLP 
1565-66) and Xavier Cugat’s great rhumba or- 
chestra plays “Danse Arabe,” based on the Ara- 
bian Dance from Tschaikowsky’s “Nutcracker 
Suite” and “When I Write My Song,” (ZLP 
1677-78). s 
CHRISTMAS SPECIALS. RCA Victor has come into the Christ- 
mas season with a selection of good holiday numbers recorded 
by good artists. Recommended are those below, available on 
both 45 rpm and 78 rpm discs. 


“The Jolly Old Man in the Bright Red Suit” and “Auld Lang 
Syne.” 47-3070 (45 rpm), 20-3574 (78 rpm). Buoyant rhythm 
expresive of the season by Vaughn Monroe and chorus. 


“Here Comes Santa Claus” and “I Want te Wish Yow a Merry 
Christmas.” 47-3071 (45 rpm), 20-3575 (78 rpm). Sammy Kaye 
cashes back with hit tune of last Christmas. Not so hillbillish 
this time. 

“Merry Christmas Polka” and “Your Kiss,” 47-3072 (45 rpm) and 
20-3576 (78 rpm). Freddy Martin combines rustic polka 
rhythm and Christmas spirit. “Your Kiss” is gentle melody. 

“Our Christmas Waltz” and “Follow the Swallow te Hide-away- 
Hollow.” 47-3074 (45 rpm) and 20-3578 (78 rpm). Larry Green’s 
brilliant keyboard magic flavors the waltz. Larry plays the 
Hoagy Carmichael Swallow tune in catchy upbeat tempo. 

“C-h-r-i-s-t-m-a-s” and “Will Santa Come te Shanty Town?” 48-0127 
(45 rpm) and 21-024 (78 rpm). Eddy Arnold, the Tennessee 
Plowboy and his guitar. 
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rrank Sinatra 


HERE COMES SANTA CLAUS and OL’ SAINT NICHOLAS—Doris 
Day with male quartet. Columbia 7-inch nonbreakable micro- 
groove. ZLP 1520-1. A revival of two popular Christmas numbers. 


THE STAR OF BETHLEHEM and THE MERRY CHRISTMAS 
POLKA—Dinah Shore records with Rhythmaires on first and 
with choir and organ on reverse. Harry Zimmerman Orchestra. 


Columbia 7-inch nonbreakable microgroove. ZLP 1617-8. Dinah 


shows range with a carol and light number. 


RUDOLPH, THE RED-NOSED REINDEER and IF ff DOESN’T 
SNOW ON CHRISTMAS—Gene Autry and the Pinafores. Co- 
lumbia 7-inch nonbreakable microgroove. Autry gives choral 
effect to songs on holiday motif. 


I NEVER SEE MAGGIE ALONE and PVE GOT A LONELY BUNCH 
OF COCONUTS—Tony Pastor and his Orchestra. Vocal chorus 
by Tony Pastor and group. 
microgroove. -ZLP 1627-8. Novelty vocal effects. 


MR. FROGGIE WENT A-COURTING and THE WOUNDED MAN | 
Columbia — 


7-inch nonbreakable microgroove. ZLP 1524-5. Folk singer Ives | 


BLUES—Burl Ives with Tony Mottola on guitar. 
tries variety. 


TITLES AND TRADITIONS 


Names of School Papers 
Traced to Varied Sources 


The history behind a school paper’s title may be as short 


as a contest or as long as an Irish tradition. 


It may have been inspired by the school’s colors or by 


the War Between the States. 

A survey of the Atlanta area 
high school papers shows a va- 
riety of titles and numerous 
examples of each of the above. 

O’Keefe High’s paper, “The 
Shamrock,” was named, of 
course, in keeping with the 
school’s Irish tradition. It’s ath- 
letic teams are known as “The 
Fighting Irish,” and the king 
and queen of the annual car- 
nival are crowned “Pat and 
Patricia.” The school itself was 
named for Daniel C. O’Keefe, 
recognized as the father of pub- 
lic schools in Atlanta. 

“The Rebelation,” Brown High 
paper, carries out the Civil War 
significance attached to that 
school, which was named for 
Gov. Joseph E. Brown, Gov- 
ernor of Georgia during the war. 
The school’s athletes are simi- 
larly known as the Rebels. 

At Henry Grady’s namesake 
school, Henry Grady High, both 
the paper and annual were en- 


titled in tribute to the great 
editor of The Constitution. The 
paper was christened “The 
Southerner” and the yearbook, 
“The Orator.” 

Another outstanding Southern 


statesman, Sen. Hoke Smith, 
who was Secretary of the In- 
terior during McKinley’s first 
administration, was saluted by 
Hoke Smith High’s paper and 
annual, “The Senator” and “The 
Smithsonian.” 

One of the most original titles 
is “The AmBASSador,” which 
embodies the name of the 
school. Bass High, and in addi- 
tion proclaims the paper’s pur- 
pose to spread good-will through- 
out the school and community. 

Another significant title is 
“The King’s Page,” as Christ 
the King’s paper is tagged. The 
paper’s signature is a page boy, 
known as “Reggie.” 

College Park High honored 
Alonzo Richardson, a _ promi- 


NEW BUBBLE GUM TO GLOW, 


FORM PICTURES, DRY IN HURRY 


A bright future is in store for bubble-gum addicts. 

The Bazooka Bubble Gum Company is working on a Jumi- 
nous gum, one that will make bubbles that glow in the dark. 

Picture gum and a dry gum that will dry rapidly and be 
less likely to stick to rugs and clothing are also being developed. 

A 19-year-old Brooklyn girl, Josephine Zack, has the enviable 


job of testing these bubble gum delights. 


In the course of a 


normal day she will blow as many as 150 to 200 gum bubbles. 


MIDNIGHT MASS SUNG 


‘Toymaker’s Doll’ Given 


Presentation of “The Toymaker’s Doll” by the King’s 
Players climaxed Christ the King’s Christmas activities. 


Members of the cast were Ann 
Merkle, Kitty Sanner, Pat Heim, 
and Ruth and Betty Jean Boul: 
ware. 

The appearance of the Toy- 
maker’s animated toys highlight- 
ed the second act. 


For the first time in CKS his- 
tory, the Junior Choir sang with 
the adult choir for Midnight 
Mass. Under the direction of 
Mrs. Lawrence J. McEvoy, the 
Juniors sang the Gregorian 
“Ecce Nomen Domine Emman- 
uel” and the processional, “The 
Snow Lay on the Ground” by 
Grieg. 

Charitable activities again 


highlighted CKS Christmas 
preparations. The student body 


presented gifts and entertain- x 


CLOSED MONDAY—SHOP TUESDAY 


Columbia 7-inch nonbreakable 


ment at Aidmore and Our Lady 
of Perpetual Help Free Cancer 
Home. 


READERS ‘TREED’ 
BY LIBRARIAN 


An eye-catching Christmas 
tree at O’Keefe High is luring 
students into the school libary. 

The clever librarian has used 
the parts of book jackets ‘that 
cover the book spine for ‘“‘can- 
dies” on the tree. Students who 
stop to look at the colorful 
showcase display almost always 
spot a book title that intrigues 
them. 


nent civic leader in that city, by 
calling its paper “The Richard- 
sonian.” 

“The Missemma,” school pa- 
per at Washington Seminary, 
was named for the school’s head, 


Miss Emma Scott. 

GMA’s “Gamilacad” is simply 
an abbreviation of the school's 
name. 

Both Decatur Boys High and 
North Fulton High labelled their 
publications “The Seribbler,” 
and have been arguing ever 
since about who thought of it 
first. Decatur first used the 
title 13 years ago. 

Some papers like “The Owl” 
at West Fulton were named for 
the school’s athletic team. Oth- 
ers, like “The Cardinal” at Ful- 
ton High, “Blue and Gold” at 
Marist, and “Blue Star” at Avon- 
dale High, patterned their heads 
from the school colors. 

“The Murphy Eagle” marks 
Murphy High’s school emblem. 

Many of the titles were chosen 
through contests, and Hapeville 
High likes to point out that “The 
Hornet,” winning title in their 
contest, was submitted by Kelley 
Mote, a profesional football 
player with the Detroit Lions 
now, and an All-Southern, All- 
Dixie and All-America honor- 
able mention player at Duke 
University in 1946, 


Harvard Students 
To Be Honored 


Annual Christmas Holiday Lun- 
cheon of the Harvard Club of At- 
lanta will be held Tuesday at the 
Capitol City Club at 1:30 p. m. 

Harvard University students 
home for the holidays will 
honor guests. Election of 1950 of 
ficers wil’ be held. 


- 
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Valuable Book On Historic Alexandria 
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Atlanta Scrapbook 


Keaneth Rogers Photographs 


FAMILIAR SCENES TO CHERISH THROUGH YEARS 


HISTORIC ATLANTA LANDMARK —CASTELLATED KIMBALL HOUSE 
In the Heart of the City, the Famous Hostelry Is Familiar to Thousands 


GETS MEDIOCRE RATING 


Unadulterated Racy Froth 


OVERNIGHT, by Mathew Smith; 
Sheridan House; 288 pages; 


$2.75. 


A first novel, “Overnight” is 
reputedly a comedy of manners 
and love, with an opulent coun- 
try estate in Connecticut as the 
setting. 

Actually, it's a mediocre novel 
whose chief object apparently is 
to portray the passions and sex- 
ual diversions of its characters. 


All its action takes place with- 
in a turbulent 24 hours. 

First, George Ridgley, middle- 
aged owner of the estate, falls in 
love with Lesley, a beauteous 


Then Reginald Laurens, a pet- 
ulant playboy, loses his heart to 


Audrey Smith, wealthy, sensu- 
ous and loose-living. 

More complications—and scan- 
dals—ensue when Hero Peter 
Drake, handsome stepson of 
Ridgley, flies in from Europe to 
_— enamoured of Lesley, 
00. 

All the characters are sophisti- 
cated souls who ‘live only for 
the pleasure of the moment. 

The author, who the publish- 
ers claim “has been around” in 
Washington, New York and New- 
port social circles, uses se as 
an end rather than an artful 
means in unraveling his slim 
tale. 

In this reviewer's opinion, 
“Overnight” isn’t worth the price 
unless you’re looking for racy 
froth unadulterated. 

KATHERINE BARNWELL. 


BEST SELLERS 
IN ATLANTA 


Atlanta’s book stores and 
book departments were so busy 
selling books this weekend that 
it was impossible for us to es- 
tablish telephonic contact with 
them and assemble our weekly 
“Best Sellers in Atlanta” list. 

With this as an indication, we 
feel sure that Santa Claus has 
remembered many of the read- 
ers of this page with books as 
gifts for Christmas. Nothing 
could be more appropriate. 

May we add our wish that 
yours will be the merriest 
Christmas ever. 

THE BOOK EDITOR. 


SEAPORT IN VIRGINIA: Geor 
illustrated with drawings an 


‘pages, indexed; $10. 


photographs; Garrett & 


Washington’s peer ag 
Massie, 


Montague Moore; 
ond, Va.; 274 


It was in 1669 that England’s King Charles II granted to his loyal subject, Robert 
Howsing, 6,000 Virginia acres along the Potomac River and which included the land 


that is now the Port of Alex- 
andria. 

Howsing didn’t want the land, 
so John Alexander, who had sur- 
veyed the property and knew its 
value, took it off the former's 
hands, paying him six hundred- 
weight of tobacco for it. 

George Washington knew the 
value of the property, too, and 
invested in some lots in Alex- 
andria. But, the Father of Our 
Country, who was one of the 
young nation’s wealthiest men, 
wouldn't (in 1785) erect rent 
houses: on those lots because 
“workmen’s wages and mate- 
rials are very high at this time.” 
The author comments: 

“Shades of a later postwar 
era!” 

Alexandria was “town” to 
George Washington. It was there 
he came from Mount Vernon to 
receive his mail, cast his ballot, 
visit with his friends, preside 
over the Masonic Lodge of 
which he was master, worship 
at Christ Church. It was in Alex- 
andria that Washington took 
command of his first troops. An 
Alexandrian closed his eyes, Al- 
exandrians carried him to his 
last resting place. 

This is a large and beautiful 
book, historically valuable since 
Alexandria played such a vital 
part in the early days of our 
infant republic. It is divided 
into three parts, dealing with 
(1) The first century of the sea- 
port; (2) George Washington’s 
presence in Alexandria; (3) 
Sketches of the 19th Century. 

The author, a native Virgin- 
ian, has lived in an old house in 
Alexandria for the past 20 years. 
She has delved into the city’s 
lore for the stories she has as- 
sembled in this book and has 
been a factor in the preservation 
and restoration of Alexandria’s 
old buildings. 

Beautifully illustrated with 
photographs by Worth Bailey 
and photographs by Walter Wil- 
cox, this book merits a place of 
distinction on home library 


shelves. 
SAM F. LUCCHESE 


Books 


Edited b? SAM F. LUCCHESE 


BOXING LESSONS INCLUDED 


Story of Human Fist: 


THE SAGA OF SOCK, by John V. Grombach; illustrated 
with photographs; A. S. Barnes; 381 pages, indexed; $5. 


Georgia’s W. L. Stribling, who diedein his fighting 
prime as a result of injuries received in a motorcycle 
accident near his native Macon, holds the record for the 
most knockouts in the boxing ring. Strib, who started out 
as a bantamweight and fought his way through all divi- 
sions, knocked out 137 men during his 13-year career, 
which stretched from 1920 to 1933. 


Jack Dempsey, the Manassa 
Mauler, earned $5,000,000 with 
his fists, including what he made 
out of movies, radio, vaudeville, 
referee tours, et cetera. 

These are just a couple of 
interesting gleanings from this 
absorbing story of the human 
fist, from the time of primitive 
man to the present day. 

Devotees of the prize ring will 
revel in the lore contained in this 
book, written by a former New 


Orleans athlete, who specialized 
in boxing and is a graduate of 
West Point. 


He has penned an exciting his- 
tory of the boxing game, with 
glimpses at its personalities, 
who have been as diverse as one 
will find in any line of endeavor. 

For those interested in the 
manly art of self-defense there 
is a complete course of boxing 
lessons by Jack Dempsey. 


HE OUTSMARTED ANIMALS 


AUTHOR 
OF THE WEEK 


By W. G. ROGERS 


Basil Heatter Novel 


“The Captain’s Lady,” a new 
novel by Basil Heatter, will be 


published by Farrar, Straus Jan. 
23. 


| . * 
Story of Man's Beginning 
PREHISTORIC MAN: The Great Adventurer, by Charles 
R. Knight; Appleton-Century-Crofts; 331 pp. $5. 


An internationally known writer and painter of animals, 
the author of this book is an authority on the recreation of 


prehistoric creatures. 


He has taken all the known facts— 


gathered from the study of bones and fossils, cave wall 


paintings and other artifacts— 
and written a story of man’s be- 


ginning. The text is illustrated 
with 21 magnificent paintings. 

The story begins with man in 
the world of animals, and dif- 
fering little from them. 

“The ability to sit and rumi- 
nate, to collect and to learn by 
experience and imitation gave 
him a tremendous advantage 
over his less fortunate adversar- 
ies, but his existence, was, at the 
same time, to be vastly compli- 


cated by new sets of emotions,” 
Knight writes. 

“No longer was he content 
merely to eat, to sleep, to propa- 
gate, and to sit idly about gazin 
with unseeing eyes at the loca 
scenery. For now man had con- 
structive ideas. He wanted 
things.” 

Knight’s narrative treatment 
brings character and life to the 
Neanderthal Man, the Java Man, 
Cro-Magnon Man—and the race 
of prehistoric giants.—B. U. P. 


Whodunit on Cosmic Plane 


; THE SHELTERING SKY, by Paul Bowles; New Direc- 


78 Smooth. 

79 Accepts. 

80 Involved 
schemes. 

81 Military rank. 

85 Record keeper. 

86 Contrition. 

81 Asseverate. 

92 a. precipita. 


1 ieeinike ~ oe 
atmosphere. 
@ Revolving part. 
11 Trudges. 
16 Meager. 
21 Ooedge. 
22 Wear away. 
23 Buriesaque 
presentation, 
24 island near 
Australia. 


25 Less. 
26 Ribboniike 
strips. 


o4 ———- and Tyre, 
96 New Zealand 
mahogany 

pine. 
87 Wharves. 
98 Remnant. 
101 Discovers. 
103 Leaves. 
104 Make more 
fruitful, 
106 Aisied. 
108 Elevated 
tablelands. 
110 me of the 


n 

111 Relating to » 
council sitting. 

113 Knots. 

115 Meals. 

117 “Never the 
twain shalt 


118 Military 


119 Maderete. 
120 Nerve easer. 
124 Restrain. 
125 Underlying 


131 Having lese 
moisture. 

183 Genus of 
spider buge. 

1388 Having great 


speed. 
186 Grecian 
marketplace. 


137 Woody 
138 Substance 


139 Rectify. 
140 Memorandum 


141 Piumed heron. 
142 —— and true. 
143 Huge. 

144 Garb. 

145 seed in Okla- 


ma. 
146 Transmits. 
147 Craftier, 
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3 Sand hills. 
4 Grown person. 
5 Merit. 
6 Silence. 
7 Female pray- 
ing images. 
taker. 8 Soup-fin 
sharks. 
9 Prussian 
river. 
10 Refractory. 
11 Introduced. 
12 Middie East. 
13 Egg-shaped. 
14 Dandy. 
15 Planting 
DOWN devices. 
1 Toward the 16 Panicky 
biood vesse! flights. 
side. 17 Summoner. 
2 Excuse. 18 Soap 


climbing plant. 


from cork. 
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18 Day in the 


20 Genealogical 


40 Go into. 
41 Vegetables. 
42 Splashed 


43 Leave off. 

44 Rescues. 

45 Council of —.—_, 
46 Wrath. 

47 Fresh supply 


48 Sword. 
ve 49 Femate 
LAST WEEK'S PUZZLE 


Hn Tree 50 > hear of 
Sie! 


thre 
51 Good ‘Jude- 
54 Devoured. 
56 Animal skins, 
61 Amount of 
ei 63 Quivering. 


83 Oblique gazes. 
84 Florentine 


substitute. 


Roman 
calendar. 
86 Johnnycakes. 


charts. 87 Mythological 


34 Tunes. youth 
36 Tear. 
38 —— of 


88 Assamese 
natives. 

89 Crawied 
stealthily. 

90 Assuages. 

93 Ostentation. 
Coins. 

98 Curved 
Oriental 


Orleans. 


through water. 


sabers. 

100 Pierce. 

102 Siow Spanish 

of workers. dances. 

108 men beg the 

relative. 

109 Cliques. 

112 On pins 
and ——. 

114 Manages. 

116 Mother 
Carey's 
chickens. 

118 Sharper. 

119 Occupied. 

appraisal. 120 Suave. 

121 Hardship. 

66 Sheitered 122 Mexican tree, 
nooks. 123 Sticks in the 

68 Edible codlike 

fishes. 

70 Eye socket. 

73 College cheers. 

75 Fine line on 
printing type. 

77 Debar legally. 

79 Giant. 

80 Make one’s 


way. 
81 Promontories. 
82 Sheeplike. 


ment 


58 Alluring 
woman. 


mud. 

124 Personal daily 
record, 

125 Greenish finch, 

126 Relating te 
branches. 

127 Buffoonery. 

128 Shade of color. 

129 Venomous 

viper. 

132 Latvian capital. 

134 Simple. 
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PAUL BOWLES, author of “The 
Sheltering Sky,” novel about a 
young couple wandering through 
African wastes, is a wanderer 
himself. Born in New York 
City, he went to the University 
of Virginia, but ran away before 
his first year was out and has 
been pretty much on the move 
ever since. He has traveled 
about Europe, North Africa, the 
West Indies and South America. 
His poetry and short stories 
have appeared in the big and 
little magazines, but this is his 
first novel. For three years he 
wrote music criticism on the 
New York Herald Tribune. 


tions; $2.75. 


Three Americans, a man called Port, his wife, Kit, and 


their friend, Tunner, travel to Africa in this novel. 


Port 


is instigator of the trip, and Kit goes automatically where 


he goes. 


Tunner, a companion but not an intimate, never 


breaks the ties binding him to the familiar world of cause 
and effect. of reason and motive. of mechanical and mate- 
rial values. He does not follow Port and Kit Moresby, or 
Paul Bowles. either, into the strange half-world, or world- 
and-a-half, created so curiously in this story. 


The facts are simple and inter- 
esting, sometimes thrilling. Port 
and Kit penetrate deeper and 
deeper into Africa, now running 
into and now escaping an Eng- 
lish mother and son; and finally 
escaping Tunner, too, they in 
thetr different ways are ab- 
sorbed into the life of the na- 
tives, or at least into a sort of 
primitive fatalism. 

Despite vivid and brilliant 
glimpse of hot and filthy villages, 
inscrutable Arabs, and endless 
sandy wastes, Bowles’ purpose 
is not realism but surrealism. He 
pictures not a submerged conti- 
nent but a submerged conscious- 
ness, a state of mind... and he 
makes it up out of the mind and 


NEW BOOK 


BLURBS FROM 
THE JACKETS 


REFORM JUDAISM: Essays by Hebrew Union College Alumni; 
e Press. This colume treats primarily of contemporary issues in Reform 


Colt 
Juda cae. 


PIERRE or A PARISIAN AND A PURITAN, by Virginia Kent Cummins; Bren- 


tano’s; $3. Dr. Nicholas Murray 


poem fascinated me... 


Butler 
a love story that everybody will like and under- 


said of this narrative poem: 


stand.” By the author of “On Wind of Chance.” 


GUNMAN GUNMAN, by Nelson C. Nye: 
(Dec. 28.) Thie volume Initiates this publisher's new series, “oWestern Brand 
it combines suspense, action and frontier history. 


Books.” 


Sage Books, Golden, Col.; $2.75. 


FELL’S UNITED STATES COIN BOOK, by Jacques de! Monte; Frederick Fell: 


$1.50, (Jan. 10.) A complete guide in handy form to all the coins of the U. &., 
with data showing current values of every coin ever minted by the U. &. A. 


Profusely Illustrated. 


vine oom by Anthony West; Houghton Mifflin; $3. 
both o Meughten Mifflin: and the Eyre and Spottiswood Fellowship Award 


is a seal of great power and originality, unlike any book that has come 


out ef England for many years. 


THE KING’S CAVALIER, b 
The eof a young 


eaught In the witd plots and counterplots surroun 


against Francis |}. 


Samuel Shellabarcer: Little, Brown: $8. 
renchman and «@ — Englishwoman who were 
ing the Bourbon conspiracy 


(Jan. 


Hebrew Union 


"This 


10.) This winner of 


(Jan, 9.) 


INFORMATION PLEASE ALMANAC 1950, edited by John Kieran; prepared by 
Dan Golenpau! Associates: Macmillan; $2.50. No other book packs so much 
interesting and essential information inte one volume, A special feature of the 
1950 volume is a Vacation Travel Guide. 


ALLEN LATHAM’S BEE BOOK, by Allen Latham: Hale Publishing Company, 
Hapevilie, Ga.: A book for beekeepers, nature lovers, and ali whe want 
a deeper insight into the life and ways of the honeybee; written with utmost 
fidelity te nature by one of America’s great beemasters., 


THE CONSTITUTION OF JUSTICE. by Lillian Maki; Exposition 
book examines man's biological nature as a guide to establishment of a more 
equitable society, one that will not require periodic purgation through war. 

Ce eee eee eee eons sation tone ot wteaasie 
tion Press; $2. em 
attitudes and reveale what it feels like te tive in the South—on either side 
of the color tine. 

MAUROIS ot gee: by Andre Maurols; introduction by Anne 
Didier: $4.50. aeekeeren of aurea, ‘short stories and by 
famous ly uther. Included are threes complete novels; “The Silence of 
Colonel Bramble,” “The Welghes oft Souls,” and “Bernard Quesnay.” 

THE WOMEN ON — WALL, by Wallace Stegner; Houghton Mifflin; b 
(Jan. 3). A group of short stories by an outstanding young . They com 
bine distinguished anaes quality with plet value and reader interest. 


TRA AND EXPERIMENT IN MODERN SCULPTURE, b 
itustrated phe; American University bres, en, Washington, 


; 
Sa.50 | (sen. 15), Tene cncn! Geshe cath. Gee tmnaeetay oF tradition and 
D. oj $28 phir caligy vgn obi aenag ha tr Aone, 


WASHINGTON, PAST AND PRESENT: A emg | Bid Pag ay Bm 


Roberts; Public Aire Press, Washington, D. oe be 2188 large 
BY fede 
book. 


Press: $3. This 


volume, profuse! it lustrated with s and hy ge ~ “ 
honor Sesauicentennia anniversary nation 
The author spent nearly a decade gathering the material fer 


TWO FRIENDS OF MAN, Ralph Kerngold: Little, Grown; 88 (Jan. =. ae 
stery of William Lieyd pen and Wendel! Phillios, teaders ef the abel 


movement, and their relationship with Abraham Lincoin. 
oe & - REASON R R HOPE, by Cart F. H. Henry: W. A. Wilde; $1.56. 
An ding foren, deals aoe the great issues which 


uestion @ 
bdo ~ yt . college age youns peopie 


not the heart. He guides us with 
uncanny assurance beyond fa- 
miliar bourns, somewhere the 
other side of the inexplicable, 
but this side of the dream, and 
he leaves us there. 

As in Hemingway’s “The Sun 
Also Rises,” there is a symbolic 
impotence here. As in Camus’ 
“The Stranger,” the characters 
do not behave, they have be- 
havior thrust on them. They are 
shoved around and they do not 
shove back. 


For some pages, this left me 
indifferent. But as I read furth- 
er, I fell under the peculiar spell 
of this no-man’s land where the 
dazzling light of the sun served 
not to enlighten but to obscure. 
It’s a whodunit on a cosmic 
plane. And neither you nor I 
nor perhaps “ae can tell who- 
dunit. . ROGERS. 


Henry Green's Next 


“Nothing,” Henry Green’s new 
novel and the second to be pub- 
lished in America, will appear 
here before it does in England. 
Viking has scheduled it for 
April. His current best seller, 
“Loving,” is now in its fourth 
printing. 
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ONE OF THE MANY PHOTOGRAPHS appearing in 
era Annual 1950” ($6.50), the fifteenth edition of this 
nternational Edition 


Included in this Int 
many foreign —s 
Klein, of Hol 


ographers. The pla 
Finest photograp 


is outstanding work by 
l colt, above, is by Aart 
of the year and great 


news pictures are again featured. 


Dixie Farm Woman's Story 
Dramatizes Soil Conservation 


MUDDY WATER, by Mrs. Henrie Andrews Howell: 35 


cents. 


“Soil conservation” will be more than an abstract phrase 
to elementary school children who have a chance to read 
“Muddy Water,” a book just published by a former Missis- 
sippi Southern College student which explains good farm- 
ing practices in terms of the story of how Chuck and his 
family rebuilt a farm from one that was “wore out.” 


The author is a farmer’s wife 
of Jayess, Miss. She and her 
family had much the same ex- 
periences described in her story 


so that she can write with au- 
thority of both the problems and 
the rewards of good farming. 
Mrs. Howell’s story won first 
prize in a nationwide contest 
last year conducted by the Pro- 
ject in Applied Economics. John 
M. Frazier, head of the Division 
of Conservation Education at 
Mississippi Southern and co-or- 
dinator of the economics project 
at the college, encouraged Mrs. 
Howell to write the story and as- 
sisted her in planning it. 

The story is a dramatic one 


oelry 


VILLAGE VIGNETTES, by Louise 


to young readers—it includes a 
forest fire and a flood—and is 
generously illustrated with pho- 
tographs which in themselves 
tell and interesting story. 

Bert D. Robinson, head of the 
section of Education and Publi- 
catioris of the Soil Conservation 
Service, said in his introduction 
to the story: “Any boy or girl 
who reads this story will get a 
liberal education in soil conser- 
vation. I was amazed to find the 
author could include so much 
detailed information about soil 
conservation and still keep the 
story so interesting.” 


MARY COGDELL 


Teacher Lauds 
Book on Bridge 
By Alabaman 


BRIDGE ABRIDGED, by 
Ralph H. Allgood; Banks Up- 


Moss Montgomery McBride; 54 
pp., $2.75. 


Someone once asked Louise 
Moss Montgomery when she 
found time to write poetry. Her 


shaw; 82 pages; $1.75. 


The writer of this book, a na- 
tive of Dadeville, Ala., is an 
“unknown” in the Bridge world 


answer is one of the deft qua- 
trains that spice her “Village 
Vignettes.” Here it is—in full: 

“When do you write your verses?”’ 

A friendly neighbor eai 
“My dear, | write my verses when 

The traffic light is red!’ 

The reader may almost believe 
that bit of whimsy. This collec- 
tion—like too many coming off 
the verse-publishers’ presses 
these days—is a little too glib, a 
little too reminiscent of, say, 
Edna St. Millay, to be classified 
as poetry in the highest sense. 

But the homey, well-polished 
lyrics that comprise “Village 
Vignettes” are uniformly enter- 
taining, often sensitive and dis- 
cerning records of everyday life 
in a smal] town. The author ad- 
mits: 

Rather than tive In keen suspense, 

i'd choose a neighbor and a fence. 
Rather than die and never know 

Just who said what te so-and-so, 
i'd wag a most malicious tongue 

And giean some news to keep me 

young! 

Mrs. Montgomery's poetic 
“wagging” should delight those 
readers who do not insist on 
pure, unadulterated poetry and 
brand-fresh themes. 


MARJORY SMITH. 


. and admits it. His modesty, 
however, fails to nullify the 
fact that he is a sincere student 
of the game and has produced a 
work in which he untangles in- 
volved treatises by expert writ- 
ers and has phrased them in 
such manner that they will be of 
inestimable value to the begin- 
ner 

Allgood’s ability to simplify 
the rudiments of the fascinating 
game of Bridge is really 
astounding. From personal ex- 
perience, plus deep delving into 
the subject, the young author 
has grasped the most pertinent 
needs of the novice and in down- 
to-earth language has cleared up 
confused procedure, while giv- 
ing due credit .to authorities for 
standard methods, counts and 
other phases of the game. 

As a Bridge teacher of long 
experience I join some of At- 
lanta’s Master players who have 
read Allgood’s book in heartily 
recommending it to students, be- 
ginners and as a guide for pri- 
mary ees g > 


RS. J. T. DANIEL 


Your Stars Today 


= 


WHAT TO EXPECT TODAY 
Sun in Capricorn 
General Tendencies—Fine for 
the younger people today and 
pretty good for the older ones, 
too, although they may feel like 
a little peace and quiet by eve- 
ning. The most active events of 
the day will come before dark, 
so do not try to push extra fes- 
tivities over until too late. Sep- 
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tember people should take this: 
date easy, as they are dif- 
ficulties just now, a while those 
born in early March can 

it up. Many will feel that 
end of this year is a time f 
study, reflection ind attention 
many details. Only the first half 


: SISAPIISSSELTSLSS 


You should not depend ek ee 
upon these smiling conditions, 

however, for you Scie a later dif- 
ficulties, toward the time. of 
your next birthdate—almost a 
year from now. These events 
will comeern fixed conditions in 


your life. 


Christmas 
Greetings 
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PRE-INVENTORY SALE 

Beginning December 27 

eg 

BAPTIST BOOK STORE 
283 Peachtree Street 
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“THEY SAID ‘NUTS’ TO THE NAZIS AT BASTOGNE 


battle of Bastogne. which opens Saturday at Loew’s 


John Hodiak and Van Johnson, two of a large com- 
pany of male stars, enact a realistic battleground scene 
from “Battleground, " MGM's _ pulsating story of the 
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Grand. 


DANCING ‘TIL MILKIN’ TIME 


cDisit DRIVE-IN. 


y Bis OMONT S 
SUN.-MON.-TUES. 
“MEET 
JOHN DOE” 


Ge id i./\.k 
SUN.-MON.-TUES. 
“My Favorite 
Brunette” 
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NOISIEST, CHEAPEST PARTIES ON TAP HERE 


Night Spots, Theaters Ready for New Year's Eve 


New Year’s Eve, 1950, prom- 
ises to be one of the noisiest— 
and one of the most economical 
New Year’s Eve since the war. 
More than a score of parties 
have been planned for revellers 
who attend night spots, with 
favors, hats, horns and a plate of 
ham ’n eggs going at a top of 
$5 per copy. 

One of the most unique 
features of the holiday will be 
an “open house” in the Ansley 
Owl Room. No reservations will 
be taken here. No cover or min- 
imum charge will be made. 
Hats and favors will be passed 
out te these attending and rov- 
ing entertainers will augment 
Albert Coleman’s orchestra to 


provide the entertainment. 

In the Henry Grady’s swank 
Paradise Room, ticket holders 
will be entitled to eggs and 
coffee, noise-makers and all the 
trimmin’s. Tickets to the Para- 
dise function are going at a 
rapid clip, L. O. Moseley, Man- 
ager, reported yesterday. “We've 
already sold more than 200 
tickets,” he said. “While, this 
time last year, we hadn't sold a 
single one. 

The Biltmore’s plush Empire 
Room will welcome New Year's 
guests with food and favors and 
the music of an _ orchestra. 
Tickets to the Biltmore, like 
wise, will cost $5 each. This in- 


_cludes the price of the food and 


favors. 

In all instances, except the 
Ansley Owl Room, guests were 
urged to make their reservations 
or to pick up their tickets in 


a gala throng. Dancing will high- 
light the night's entertainment 
there. 

In the Paradise Room, Mose- 
ley said, The Royal Ambassa- 
dors, one of the nation’s top 
singing groups, would ‘share the 
spotlight with the Merry Mutes, 
which has been somes “one of 
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the nation’s really great comedy 
acts.” A.complete floor show 
and dancing will feature the 
program. 

Two midnight movies, at the 
Fox and Roxy theaters will 
highlight the screen entertain- 
ment along Peachtree St., while 
hillbilly fanciers will find the 
municipal auditorium their 
haven where square, round and 
other forms of dancing will be 
enjoyed by a record throng at 
a record admission of $1—cash. 

The Hangar Restaurant is 
“importing” a number of enter- 
tainers and a new orchestra to 
provide the musical and enter- 
tainment background for rev- 
_— at the —— 
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‘CUDDLES’ CONTENT TO SMOKE READY-MADES AFTER TURN AT ROLLIN’ ‘EM 


Errol Flynn and Alexis Smith in Warmer Bros.’.. . 


Frustration is all S. Z. “Cuddles” Sakall got ... out 
of his solemn vow that he’d learn how to roll cowboy- 


tvpe coffin nails. . 


Hillbilly Ball To Highlight New Year s | 


The top talent from five radio 
stations will gather at the Mu- 
nicipal Auditorium Saturday for 
the annual New’s Year’s Eve 
Hillbilly Ball. 


Such popular outfits as Tom- 


BOB 
HOPE 


DOROTHY 


GARY 


COOPER 


BARBARA 


ALSO MON.-TUES. 


my Trent, Eddie Smith and the 
Dixie Fun Barn Gang, Jack 
Holden and the Virginia Home- 
folks, Cowboy Jack and the 
Round-up Gang, and the South- 
land Playboys will play for the 
continuous round and square 
dancing. 

Emceeing the show and crack- 
ing a few jokes will be Ray Mc- 
Cay and Howard Turner. Andy 
Sanford will call the square 
dances. : 

The ball will begin a 7 p. m., 
and will feature continuous 


dancing and entertainment by all 
the boys. 

The arena of the Auditorium 
will be cleared for dancing, and 
seats will be provided upstairs 
for resting and listening. 

And it’s the cheapest New 
Year’s Eve in town. For the 
fourth consecutive year, admis- 
sion is just one dallar—includ- 
ing tax in advance, and plus tax 
at the door. Advance tickets are 
on sale at Cox’s Record Shop on 
Peachtree, the Eagle Cafe on 
Forsyth, and Jennings & Park 
Service Station in Decatur. 


. for his featured role opposite stars 


Montana, a tale of adventure in the wild and woolly 


West. 


ee ee ee =. DD 


wee 2 ee 


TREE 
T 13TH 


TODAY! 


POPULAR PRICES! 


3022 


STARRING 


STANLEY HOLLOWAY 
HERMIONE “QUARTET” BADBLEY 


STANWYCK LAMOUR 
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DEC. 26 THRU JAN. 1ST 


JOUN WAYNE 
JOANNE DRU 
“SHE WORE A 
YELLOW RIBBON” 


(tin COLGR) 
CARTOON —NERS 


EXTRA! MARCH OF TIME 
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WHERE TO DINE TODAY 


RESTAURANT ~ 2370 The best in lunches and dinners. NA : . sd 
ALANewart “Avenue on Highway 4 41—A VERNERS POINT | DINING LOUNGE— <q 


modern good place to eat. ed $434 Peachtree St., at Pershing Point. 
chicken ‘choice of cuts) Maine lobsters by air express. Ken- TOMMY TRENT 


ALLEN’S BARBECUE—U 8S. Hwy tucky country-cured ham nits 
2% miles south of Hapeville. Pit wae RHODE URA ANT —Peachtree St. | if 


MATINEES WED.-SAT SUN. FINEST 
+“ HTY "7 
pee ee SELENICK, promt Se - pete dnd Beste ew Wester | yle cooking. Lunches and dinners | dle 1, THEATRES 
RANT 359 | 


BELMONT STEAK HOUSE — 98 Luckie THE ESQUIRE BEsTAe | | 
7 ;  &. & 726. For the - | } a | ; _— 
' best fried cnicke en. fresh seafood and [ , ~ | 


Boulevard, N. E., at Forrest. 
Family Aimosphere revel... a 4 
. specia) charcoa) broiled steak. nessmen’s ltuncheons, family nne 
in ELIA KAZAN’S PRODUCTION OF sone WAYNE ‘BROWN’S RESTAURANT—1738 Ponce de YYUNG CHINA RESTAURANT—468 W. TALK OF 


= Peachtree St. LA Open 7 a. m. 
JOANNE DRU | Leon Ave. “Famous for siz till midnight 
NATION! 


ane oe ATLANTA S 


0 
NOW—...° y 1:48 


It’s up to the Hilt in Songs, 
Dances and Laughs——From 
Warner Bros. 


— ahha 


E. 
Delicious Chinese and | 
“SHE WORE A Rs steaks "Chops. aaeee., SS American food Lunches. Dinners. | 


g sada 
" (CAMELLIA GARDEN—1851 Peachtree Rd.| 
[ CA VELLOW RIESON S in carte or table d'bete server NOW » 
| CARTOON—NOV ELT? a 
| , from 10: to 10:30 m. 
(TALIAN RESTAURANT — Rea! Open 1:45 
: Italian cooking. 308 Ponce de Leon 


ty TENNESSEE WILLIAMS 


RANT—1003 Virginia Ave. Hapeville | 
aeress from Municipal Airport. Steaks | 
Time Eve. 
8: y + M. 
Directed by Mr. KAZAN 
’ RALPH JORJA JIM 


chops, fried chicken and seafood. 
DAVID RICE’S TOWN HOUSE—Atlanta’s 
2: i. + M. 
wh MEEKER ° CURTRIGHT ° NOLAN 
Setting and Lighting by Cosiumes by 


most beautiful restaurant serves At- | 
JO MIELZINER LUCINDA BALLARD 
CARTOOs—AEWS 2 by Duncan Hines 
e 
hemond —-epestaliaine D 


MON, - TUES. 
JOHN WAYNE 
JOANNE DRU 
“SHE WORE A 
YELLOW RIBBON” 


(in COLOR) 
CARTOOV— NEWS 


Gloria 


DeHAVEN 


WALTER SLEZAK - st" "1m amma eres JERRY WA) HENRY KNS eZ 
ADDED ° Pairs 


Merrie Melody Cartoon a 
Latest Paramount NEWS 


Storts THURS. 
Nay HO HOPE-FLEMING © « 
Y Great ver 


A Peromount Picna@ 

Open 
PARAMOUNT) Now 27.) 
seer m= 
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lanta’s most delicious food. 110 for | 
syth St N W | 
,DING HO—26% Cain St. E.. halt- 
block east Henry Grady Howl WA | 
pe Atak 's only ane Chinese 
D Rec 
BOX OFFICE OPEN DAILY 11 A. M. to 7 P. M. “i RDNER'S ey 
. oie $120. etlat, Oren. $3.60- $3.00; Mezz., $3.00; Baic., $2.40, | ¢ 5:30 . m. x 8 
a ORDO me. 
Mail Orders Accepted Now. Please Send Return _PEACHTREE RESTAU RANT 951 oe . 
ar Tenth Dine and dance | 


TODAY ONLY rican eee 
Stamped Envelope. Checks Payable to Tower Theatre. CARY GRANT a oe 


WILLIAM GENDIX ~ Frenel ncb gf, 7 
SAMY GLEASON | FRANCES VIRGINIA TEA RODM- Beech. 
ANN SHERIDAN | Good food, 
d dinners. Open all yo 
ee eee “| WAS A MALE ICH CAFE--1025 P 28 Pe 
ao 


“LIFE OF RILEY” tree and Ellis Streets (Collier Build 
tn a. prepared food. reasonably 
Starts WED. 

WAR BRIDE” lam. tollp 


SPENCER TRACY \ 
KATHARINE HEPBURN * 


in M-G-M’s 
“ADAM'S RIB 


JUDY HOLLIDAY - TOM EWELL 
DAVID WAYNE - JEAN HAGEN 


ALSO MONDAY 


arneieentiaetl 
i ceteeeeeeneae 


| uth 
She should Leite known from their uae ts 2 EaiE RP EI eamont at Bu 
TL st honeymoon __Hi"p."tm Large, roomy @ining room | 
what crazy things 
would happen on 


“Movie Of 
The W 

— Life Magazine 

‘A great 

picture!" 

— Walter Winchell 


The story of 


ALSO MONDAY 


CARY GRANT 
ANN SHERIDAN 


“| WAS A MALE 
WAR BRIDE” 


CARTOOV—NEWS 


TODAY 
1:45 P.M. 


M-G-M's XMAS TREAT! 


ROBERT TAYLOR | aa —Prucys 22%, 


a uso SON “OH HOU 
RICARDO MONTALBAN 
GEORGE MURPHY 


MARSHALL THOMPSON » JEROME COURTLAND 
DON TAYLOR - BRUCE COWLING 
JAMES WHITMORE - DOUGLAS FOWLEY 

LEON AMES + DEMISE BARCEL 


This is Denise, 


@ very friendly 
French girl! 


ALSO MONDAY 
VAN HEFLIN—_SUSAN HAYWARD 


“TAP ROOTS” 


1 CoLeR) 
— Vo — 
“DUDES ARE FUNNY PEOPLE” 


a HODIAK - DAHL 


ALSO MON.-TUES. DON TAYLOR - JEAN HAGEN 
MARIE WILSON JOHN MeINTIRE - 2 SAB WOG8 
“MY FRIEND IRMA” oF raha 
Y Root Color Cartoon “COUNTERFEIT CAT” 


ROY ROGERS 
“DOWN DAKOTA WAY MGM Traveltalk “WEE BIT OF SCOTLAND” 
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Opening | Tomorrow 


BEATRIC i PEARSON 


Carl Betz 


CUMMINGS 
eli te 79 The J 


= GIG YOUNG - MARIE McDONALD 


Horry Ocwenport - Fay Botrer - Lothorme Warres | tems Marty te Mee 
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Bory and Screenplay by ROBERT PIROSH Assoniate Produ 

| Dvected by WILLIAM A. WELLMAN | 
Produced by DORE SCHARY 

A METRO-GOLDWYN-MAYER PICTURE 


SPECIAL PRE-RELEASE ENGAGEMENT! 


Atianta ig one of 4 cities In America 
chesen to show it simultaneously with 
its World Premiere on Groeadway! 


Starts SAT.-LOEW’S 
AT REGULAR PRICES! ASS 
TS TCC Rete 


NOW 
PLAYING 


CALL WA. 6565 FOR WANT ADS 


Veservations 
AL*54947° Al-3525 
Box Office -Ansley Entrancd 


US—DONALDO wo 
CART OON @ Pathe NEWS 
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‘Lost Boundaries’ Star Scores Censorship Here 


Beatrice Pearson, radiant stage and screen penny show. But, that been changed. It now is one 
personality, last night took a verbal poke at csameaek taainies ~ A ager ae — 
screen censorship when she .said that banning As a substitute to local censorship, which at the time has “Lost 
of such films as “Lost Boundaries” has retarded Boundaries” shelved in Atlanta, she suggested that each family, 
the maturity of the dramatic arts. or individual should discriminate what it should see on the screen. 

Miss Pearson is the star of “Lost Bounda-_ [et the fans be the judge, she said. 

ries.” In the film she plays the part of a Negro “rn tell his friends. If the 
doctor’s wife. She and her husband pose as whites when the doctor “If a movie is bad, let everyone y 
finds it difficult to pursue his career and at the same time observe don’t like it, the mevie will be a flop. 
the color line. “I don’t mean that we do not have to erétect the vast 25-cent 
She arrived here yesterday to portray the title role in audiences of children,” she said. “But, I do feel very 
nl at voce 4 "epaeaamioe production of “Claudia” beginning , about censorship and I do feel that such policing should stop.” 
But, before she settled down to rehearsals in the Ansley Hotel's Actress Is Native of South 


Vip fig WP?” Wp: gall ie, i es 

ty, QEELEPPEF Ge se Miss Pearson pointed out that she was a native Southerner, 
born to Texas parents. Her grandmother lived in Macon, Ga., 
she said. The brunette charmer added that her mother had seen 
the movie and “thoroughly approved of it.” 


One of the mest charming personalities te appear here in 
many years, Miss Pearson said that she had encountered not 
only lecal censorship, but the industry’s own self-imposed 
censorship, as well. 

A movie in which she and John Garfield were costarred was 
altered so many times that the finished product did not resemble 
the original script in any way. But, the script was not altered 
because of moral reasons. But, she said, because of political rea 
sons. It was finally released under the title, “Force of Evil.” 

Miss Pearson, who was featured in the Broadway casts of 
“Life With Father,” “Voice of the Turtle” and “Mermaid Singing,” 
promises to become one of the most popular personalities in the 
“Penthouse Theater.” 

Her pretty face and her ability to wear a sweater are matched 


by one of-the keenest minds possessed by a young actress. 


Buckhead Reopens With Stage Show 


The beautiful new Buckhead Theater, which has undergone a 
complete modernization during the past month, will open formally 
today to bring to this second largest community in the State a diver- 
sified program of stage and screen entertainment—-a program which 


will suit itself to the desires of the people in this community. 
The opening show, a combined stage and screen program, will AHL 
feature the comedy of Dolly Fry and Marvin Boone and the d ancing TAYLOR AND THE D 
of a chorus line and the music of Bob Chester’s Orchestra. The * 
film, a first-run picture, will be “Dude Goes West.” Robert Taylor, handsome MGM leading man, occu 
Theo Barbee, veteran hotel man and entertainment personality, pies one of the romantic leads in “Ambush,” which now 


will direct the new Buckhead and its sister theater, the Garden ; : 
Hills. Both theaters recently were acquired by a theater com- is showing at Loew’s, while Arlene Dahl occupies the 


as b , @ i sip: = be 
Bip ee pany of which L. J. Duncan and Sid Laird, both of West Point, other 


pe fficials. 
ON THE OUTSKIRTS OF A DRESS CARL BETZ AND BEATRICE PEARSON ** Duncan said the Buckhead had spared no expense in the moderni- 
Claudia” Meets Leading Man in Penthouse zation and he said it would spare no expense in providing the best 


Rosalind Russell omin i 
eomie scene mane rants te ae Seton” wad bie rooftop Greek theater, she teed off on local censorship and charged, in entertainment at both the Buckhead and Garden. — 
; t the Rialto Th “te ames that with such limitations Hollywood producers “aren’t allowed “One Sunday Afternoon,” a new Warner Bros. Technicolor musi- 
playing at the Rialto eater. obert Cummings is to make grown-up pictures.” cal starring Dennis Morgan, will be shown at the Buckhead Dec. 31 
the guy who appears to be put out by the mishap. “I will grant,” she said, “that the movie industry once was a for the first time in the Atlanta area. 
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“BRITISH COMEDY TRIO AT ART rs le Pat 

Stanley Holloway, Hermono Baddeley and Margaret ee yy Pp oi al aa 8 | 66 ” 
Ruthford form the trio of featured players in the Brit- Be PRE Qk a Pe er eS. KID 
ish aii al to Pimlico,” opening today at Art. = Oe: ee Ss a ae 
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SUNDAY & MONDAY 


“TASK FORCE” 
GARY COOPER — 
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Gerry Ganzer, attractive i 
WAYCROSS — oe of St. Powers model, makes ~ — te : Dsante, cs 
Joseph Academy performed for screen appearance in Para- sities gia as a Se aa ~ 
2OME 7 HING ‘NEW y | the annual Nurses’ Party at the mount’s Technicolor western, iiiebiie Sic OMG ee Se OLD SKI-NOSE TURNS INTO A ROMEO 
UNDER THE STARS | |Ware County Nurses’ Home. =—S “Copper Canyon,” which co-stars JORJA CURTWRIGHT AND RALPH MEEKER Bob Hope takes a turn at impersonating the great | ,, ween MEIZING Bhi hie 


| Ray Milland, Hedy Lamarr, Mac- 
4 t Play Principal Roles in “Streetcar” Here lovers of history in Para-§ | We cater to parties—iarge or emali— 
| TA "ARLIGHT ~ anywhere. (You bring the guest—we 


donald Carey, Mona Freeman 
mount’s laugh- infested “The MADISON cost Atiente) _ do the rest.) You ore e stranger here 
Drive In THEATRE 


Here the Sunday and Monday but once. CA. 
“Roseanna McCoy’’ 
DIXIE 3661 


Great Lover.” ABBOTT AND COSTELLO in 

slant-nosed comic is prepar- “MEET THE KILLER” On .U. G iE 

ing to lay one on the lips of == at’ Forest. Park Road and Contral of 
2000 South Moreland Se ede een 


luscious Rhonda Fleming.; Georgia Raliroad Bridge. 
AP, SE eR we . on," 3 The film opens Thursday & Call WA. 6565 for Wont Ads 
“My Wild Irish Rese” | ~| Vaudeville CreCN sBRookHAVEN—"Mickey,” Lois Butler. WEST END—"My Friend Irma” and the Fox. 
y in Tech — | 1576 BANKHEAD HWY. AM. 3535 ‘BUCKHEAD THEATER Th - act CASCADE—"I Wap a Male War Bride,” eee ay. ’ VET: 
with DE cis ORGAN er Vaudeville — onl : 45, Cary Grant. | BELMONT STEAK MOUSE 
and ALAN HALE THE BOY WITH . | Woe, ‘ Cs, oe 1:30, 4:05, 6:31, By EAST POINT — “Casablanca,” Ingrid Colored Theaters | SUN.-MON. CENTRAL Special 
THE GREEN HAIR” | ave EMORY—“She Wore a Yellow Ribbon,” ASHBY—"On an Island with You,” inate teed teen | CHARCOAL “SROILED 
First-Run and Downtown John Wayne. | ARV ~a 7 i rie ae KANSAS CITY STEAKS 
Pat O'BRIEN and ART THEATER—‘Passport to Pimlico,” a oe Life of Riley,” William eam pnsczy Fe re oa: th ” hort Best Fi Tnder Steck 
endix. - a ounser rothers, “OTHE CREEPER” | st Flavored, Most er Steoks 


OBERT RYAN a J. Arthur: Ranks production at. 3, 
” ~ ope BY 4:42, 6:24, 8:06, 9:48. 4 EUCLID—“Mighty Joe Young,” Terry eh... = = he ie Town 
é ore. — “Noose an a . 
aay “TAPS, : ) a Also delicious fried chicken, seafoods, 


BMMMEMEMEMAMEMNMMMUMENY 


AMERICAN 


SUNDAY & MONDAY 


wa bb _ hierdie 
i. £© © © os © © @.@.' 


+e &eee_vurees s&s i 


5 7: 724. a bon. 
— “Miraculous Journey” and MADISON—“Meet the Killer,” Abbott and 


cnet aeremegglem donc hoenntnabepetal Kee ego seri. “Springtime in Sierras.” AND : te. Private ti ialty, Mak 
etc. Priva parties @ specia ake 
IN TECHNICOLOR ee ke and Mr. ‘Tood,” FIVE POINTS— Zep, Peete” and “Duden » ce o_ “Bene it Tatia,” fad neonnt “Colorado” 
" are Pretty People. —““Song of India,"" Sabu. 
JOHN WAYNE TEMPLE tes a be Feature, at 2:28, 4:20, GARDEN HILLS—“Once More My Darl- Ben fic. “Serroutal Jones,”" Rob, Hope 2. a 98 LUCKIE \* N. W. WA. 8726 
“6g ad 2, 50, 7: emai 
. SCUDDAHOO SCUDDANAY RIAL TO. aN it ‘3 the. a mom SUH the Boy with Green Hair,” at | 
oe gs, erc., n. - 
SUNDAY-MONDAY Vv “EXPOSED 32. “Miss Grant Takes Richmond,” | 
Vw ROBERT ARMSTRONG Jane Ball. 4 
ELIZABETH TAYLOR Horses. | 
. ® " .” Lucille Ball. By Is 
BAILEY Jheatres “Miss Grant Takes Richmond” ye Cooper, —— ae eee fa and “Pa Kettle,” Mar- 5 * BOBBY CLARK 
nine Ay ‘I Was a Male War Bride,” 
” 4 - 
Esther. Wittiame Sg | Other Amusements a STREE eee eS Tee Mi For Show end Dancing 
afternoon, 2:30 to 5. | WINE--DANCE NITELY my ORCHESTRA 
with Sabu | e 
else “CONGO BILL” Sunday afternoons, 2:30 to 5 
A, a IN Pp. ™. Bill} 4S r ; ° 
GRAND OPENING Cooper at Hammond organ, | | it 6=—- The Bob Herrington Due 3 a pleasure to serve our old customers.once again, 
STAGE REVUE 
ae and His Orchestra i— we eel fe ig 
» o..§ 9 You, and wishing you a very MERRY CHRISTMAS 
and Vaudevill t | 7? ; 
“SPRINGTIME IN THE SIERRAS” ies VEER GLENN GLORIA THE FOUR ACES 12:30 te 1 PM 
naan On Ou * Scree n FORD DE HAVEN 3 “LUNCHEON if PARADISE”’ 
LINCOLN ANN FOREST 
EAST POINT!87 re poine | Reservations, Please! . | ‘4 
! 738 PONCE DE LEON AVE., N. E. 
Jam Session Ey ‘ery Friday 


. ’ a * 7:18, 9:38. = ’ 
“She Wore a Yellow Ribbon’ Robert Taylor, Ar- "Eee. Yvonne ds Cate |" waneans—"s Bhat Some demas,” Sreten 
reservations. 
RHODES—‘“The Doctor and the Girl,” ing,”’ Robert Montgomery. Ell | — — 
‘gee Ford, Gloria de Haven, etc., at GORDON—“She Wore a Yellow Ribbon.”| _ Slliott, ee — 
“A DATE WITH JUDY” v beans creas etc., at 2, KIRKWOOD—"She Wore a Yellow Rib- 4 & 
JANE POWELL y | curse yenne. Cr > at “tte, Cos : 
" Y eeper MEM ” ‘ t : 
arpa = meer: ale pa a © vee ee sees 
. LUCILLE BALL | : "aa es 
aa | WILLIAM HOLDEN | Drive-In Theaters RUSSELL "Miss Grant Takes Rich- | AMBASSADORS 
ranean is ye 
ARLIGHT— ‘My Wild Irish Rose,” eS Pf, ASTR 
ASHRY — vRureeny STEWART — hy Favorite Brunette,” Cary Gra a): - acahacneraerapt - ” 
“ON AN ISLAND WITH You” House of Bob Ho TEMPLE ‘Seuddahoo Scuddahay” and ; : %* RED THORNTON 
C. Ace ———-|CLUB CASINO SKATING — Lakewood Me CHARLES FLEMING & ; : 
ween - aay Every evening, 7 to 10, Satur- | “ia ».. fo our many friends and patrons. Since our re- 
) SKATING—R | . . 
Mow Ating olierdome, Tuesday through . lt SERA? tm the Dogwood Room location at 738 Ponce de Leon Ave., it has been 
EIGHTY-ONE i Today and Monday | a5 Pe 
“YOUNGER BROTHERS enp A cumrermse _ Neighborhood Theaters aE -- teat come and to also make the acquaintance of many new 
alse “GHOST OF ZORRO” BOB CHESTER AMERICAN — ea” Say siciieen, tip Orgen ones. And so to you, we say in appreciation, Thank 
FORREST aa 
“NOOSE HANGS HIGH” Lottie aa Dancers | b now 7] PERSON! ¢ ‘ fe , 
with Abbott & Costello And Other Big-Time | oo’ Deity Mondey Thru Fridey and a Most Happy New Year! 
HARLEM —_— GOES W eS 
“1 SHOT JESSE SAEs" with dadie Albert--Gale Storm rr IRL” | Feoturing RED WOOTEN dicce Ie Radic Show on WBGE 
- Co THE DOCTOR AND THE GiRL” | —VAinaMnaMeunaiams (Sat hen = non ' 
alse “GHOST O} OF ZORRO” - 4 STAGE SHOWS DAILY | na _— LS, | AT 1:15 P.M. & 9:45 P.M. 
| _ Ne Music or Cover Charge 
“SONG OF INDIA” 
with Sabu Sun.-Mon.- Tues. | Formerly » 
alse “Federal*Agent vs. Underworld” | TODAY and MONDAY “CASABLANCA” : ~~ | ete 
. ff “ONCE MORE My DARLING” Humphrey Bogart and ingrid Bergman nad ) “Famous for Sizzling Steaks” 
Robert © Ane CA. 2627 HENRY GRA CHOPS—SEAFOOD—SPAGHETTI—FRIED CHICKEN 


| Montgomery Biyth | Sun.-Mon.-Tues. New Years tve Reservations Novy 
" || “CALAMITY JANE AND SAM p . er lacli ase aetn tthe teen ts a 
else “BRUCE GENTRY | |] Yvonne DeCarle and Rewer Dar 


——— — nent | RUSSELL BAST Pont | | = a 
MIRACULOUS DENNIS MORGAN Sun Men ALBERT COLEMAN and Wis ATLANTA * Congratulations and Best Wishes trom the following tirms 


“MISS GRANT TAKES RICHMOND” who help supply Brown's Restaurant: 


___ Luctite Bali and William Holden , 

J 0 U 2 N F y | SYLVAN Din Ave. ot Sybvan 
A Stery of Strange Souls CHEYENNE | Sun.-Mon, ween | APEX LINEN SERVICE ATLANTA COFFEE AND TEA CO. ~ BAY FISH COMPANY 
ae oe OO MET Aprone—Tewels—Linens Home ef Eureka Coffee Retail and Wholesale 


Marjorie Main and Percy Kilbride i’ 


MEMORIAL — — | FULTON reuse | IAIN COM 
| aq _*¢@ : C. i. PAIN COMPANY PEACHTREE DAIRY QUICK SERVICE PRESS 
OT MELORAL DR BIEL COO” |] watt isoune e ¢ ORCHESTRA 2 © © jy <= es TN — 


TODAY ye ALL-COLOR BIRD SHOW PARK se Sa Bam ae } CHRISTMAS DAY: 4 P. I, Admission $1 "30 2 ’ TARAS AKERY. 


“LAST OF THE 
TOMORROW WILD HORSES” THE FlQNTING RENTUCKIAN™ Tickets on Sale at COX'S, Next to Paramount 


B-C © THE ATLANTA CONSTITUTION @ Sun., 
Real Estate Wanted 
CONTINUED FROM = ro ex 


yh SW. Ad. 
PAGE 6-D 


Morrow near Co., DE. 3306 
Realtors 


os spemest BL, 


nothing—but ont priceless returns. 


Merry Christmas to All 


Allan-Grayson Realty Co. 
30 N. Pryor St. 
~PTREE ROAD 


ATLANTA'S finest North Side apt. sect. 
First offering. Attractive 2-story red 
. 2-bedroom each, gas heat, garages. | eourteous 
About 4 yrs. old. Price and terms abso- 
— % =. 


, en WA. ai ae 


“fe Walton St. N. W. 


erry 
New Year to all our friends. BURD 
REALTY CO., Realtors, 175 P’tree St. 


SIMEON 
REAL ESTATE BROKER 
1620 Stewart Ave.. 8S. W RA. 3384 


or sell pro y. Prompt and t and 
attention OF soeneenns* Mae 


Co., WA. mu Realtors, Grant Bidg. 
| leasing Bane WA prot Allan-Gray- 
noe oe Be NE. 
pao Gertingtes | Co Vw > are 


$6,918 $40,000. To: Aah 
yy ly ee DE. 8764, or! Mr. aoe re htignte 5 PS 
D wUBERT-Y office AT. 0885 Go 
TAYLOR REALTY CO 
—AT. 0885 | 
FOR purines “indatrial or ae] 
ca u Real 
propery, o44 - bd 3 CAN sell IT your hone 


Realty Co. 
Sone. 
Business Property 177 


ALLEN M PIERCE REALTY CO. 
REALTORS 

204 Wm. Oliver Bidg _ 
BUS lot mS approx 207x100 SIMS & 


FOR QUICK RFSULTS st cour oF 
SIMS, Brkr, 60 Poplar St. WA 4700 | erty PANNELI REALTY CO WA 456 | 


McINTVRF REALTY CO "REALTORS Se REA TY TO ns 


520 Healey Bidg 863) 
{86 HOUSTON ST. Vacant fe “déx 166, 1027 First Nats Bank Gigs 


Owner, WA. 3585 
0 683 Peachtree St. 


Lots for Sale 
D Subdivision—Lots 76 to 1 
and Mor- | 


WA. 0626 


Sar or a Insure Your Property 
aspahan. DOBBS CO., altors. AT 5795 
WE WANT L STNGS 

HN J. THOMPSON & CO., REALTORS 
et J property ‘or sale 


A Morris, inc 


MA 3349 


xn 


& S Bank Bid wr 0281 | 


(249 P’tree Arcade WA 58731 
or rent 


for sale 
Samue! Rothberg. Realtor VE. 0706. 


ROSCOE GANN REALTY, AT. 8606 


NEED GI homes. Mrs Phillips W. 
Hoyt & Co., 36 Auburn, WA. 4173. 


SPECIALIZING in the sale of 


of 
ROBT F HEAD. Broker HE 6231. 


“Create an Estate” 
ilis sec- 
C- 


ADAM 
201 Hart Bld 


er 

tion Desirable building sites 

restrictions. all improvements G 

"ae Agent 2223 Cascede 
1031 


$7 Westmont-Lockwood Drs.; 
all convs.: bus. Mr. Hutchins. RA. 


GI-FINANCED HOMES wanted Leathers | 
prac Cc CR, 3315, CR. 2484 
“sehite Gk so property sale, tent | 
& SON, MA 8985 
GASH for your equity. WA. 2710. GANN 
REALTY CO., 82 Edgewood Ave. 
Logan Co.., 
our lot in LaVista subdivision |__with Jones 
‘SOLD out need listings Vester M Own- 
iad $1,500, WA 3111 Haas) 7274 
189 


roe auTer « SON, MA 
8232. 
tYST YOUR PROPERTY for sale or rent. 
erect Cc. MADDOX CO., REALTORS WA . Ya20 
& Dodd ve lig A alle es by. Broker, Arcade 


HEARS oo” ose Oo mache Se Property tor Colored 
Suburban for Sale 180 
BUNGALOW ~— 


BRIARCLIFF ROAD—At Shallowford Rd. 


CHRISTMAS BARGAINS 


On Convenient Terms 


30 acres—sign on property, modern 6 CugsTNUT ST., N. W.—5-rm. bungalow 


rm. home, stoker furnace, 3-rm. garage 

apt., servants’ house, barn—the 

ing 20 acres you ever saw. $21, 
this place today. 


Redd & Baldwin Realty Co. FAIR ST., W.—6-rm. A gee 2 baths, 
WA. 2258 Healey Bidg. conv loct. Price $7,500 
40’, AGRES, no house, on Hwy. 41, 5 mi 279 CLIFTON PL.. N. ES rms.. 
below Hapeville, 600 ft frontage, run-| cond. Down payment $500. 
ning og to Flint River. Only $5,500 $3,500. 
CA ‘BEARD ST., 8S. W.—4 rms. 
HAPEVILLE RLTY.—HAPEVILLE, GA. | ment $150. 
ome, small cash, Ep 6485-J.| MATHEWS 
Sam_Prown, Realty, 1194 N. Highland.| cond. 
LISTINGS WANTED 
erHeripon & e_VANNEMAN — CH. 0261) 
F acreage Geo P Moore | 
Proker C H 6122 7 a) Peachtree Rd 


Farms tor Sale 181, 


4 MILES west of Ailanta, just off Bank- 
ened Hwy., 50 acres, extra good farm, 


best in A-1 cond. Price $7,350. 
000. HUNT ST., N. E.—Several 
lexes, 2 Seman bat 
rice $5,2 


s, gas, heat. 


good 
'Phiced 
Down pay- 


ood 
$300. Price 
‘MAYES ST., N. W. — 3 rms., good cond. 
Immediate pensgesee. Down payment 
$250. ce $2,2 
482 a IVER ST., N. W.—Attractive solid 
brick home, 6 rms., full basement, 
baths, Down 


$9,200. 
109 VINE ST., N. W.—6-rm. duplex. Cor- 


ood 4-rm ‘house, electricity, 2 chicken | ner lot near Morris Brown College. 
ouses, good pasture; on daily school Down payment $1,000. Price $4,500. | 
and mail route. All for $2,750; $1,000, SEVERAL good buys in all sections © 


town. 
am gg ree a Ry We specialize in finding homes. Sales- 


men to serve you when its convenient 
Real Estate Auctions 183 | 


to you. 
WK ton Co’ 009 Forwin Bigg. CY Twig J. L. WOLFE REALTY CO. 


Real Estate Wanted = 188 1.4. 3806: residence. AM. 5875, CY. 1083 
100% GI-—4% LOANS 
SPECIAL NOTE TO 


Veterans and Home Builders $96 ASHBY ST., 5 rms., 


floors: ‘now under construction. 
HAVING our own loan de artnet, we! Lots 580x200: down payment $2,500. 
are able to give you quick and effi- Balance arran ed. 
cient service on financing the sale or 353 TEMPLE oT. a nice 5- <rm. home, 
urchase of our home Don't wait any » S48 800. Down payment $1.5 


RO er CA ST., 3 duplexes; 6 om, 2 baths 
INC. | 


D. WARREN Cae. ig right on the carline. Down pay- 
St. 


4 ae CY. 6262—22 Marietta ment $1,200. Balance arranged. 


ATTENTION, VETERANS AND De RICHMOND, ST. TB like rent. 
BUILDERS, 100% Gl 


. 3 rms., $3,000. Down 
FINANCING 540 ASHBY ST., 5 rms., tile 
WE CAN finance the saie or purchase under construction. 


Call us for details. 
of your house with 100% loan at 4%/738 SIMPSON rms., 2 baths, in 
interest. Act now CY. 7441 | excellent condition, 


$6,300. Down pay- 
Norwood Realty Co., Inc. |732 MARTIN ST, 6 rms., 2 baths. 
rokers sytt 


212-216 Forsyth Bidg. .| payment $750. ; ai 
| 134-6 LO rms., aths. 
CASH FOR HOMES pews] ayment $475. 
HAVE client with all cash from sale of | 96 5 
his house who has to buy Jan. Ist toy pave 
Wants 3 bedrms. in Hapeville, College BU 


Down payment 


payment $2,000. 


HOLIDAY SPECIALS — 


| 145. 
own aymen 
59 GRIFFIN ST 


Bae $500 


Down 


rms., 


t $1 1,000. 
SiNESS OPPORTUNITIES 
Pk. or East Point, West End or Sylvan ASHBY ST.—A cafe, 2 drs. from Hunter. 
Hills. Have other clients for 2-bedroom; A good business corner. Owner retir- 
homes who want to assume a GI loan. ing. Stock and fixtures, $4,000. Down 
Mr. Crawford, CA. 5268. payment $1,000. Balance arrangement. | 

HELMER REALTY, BPALTORS 
108 Luckie St., N. 


MERRY — CHRISTMAS prec: 


AND 
A HAPPY NEW YEAR 
C. G. Aycock Realty Co. 


BROKERS _ 319 Western Union Bldg 


100% GI LOANS 


VETERANS! OWNERS! BUILDERS! Call 
us for prom . service on 4% or FHA 
, HE. 7459-J or LA. 6 


REALTY CO.—REALTISTS 
WA. 9301 208 Auburn Ave. WA. 0549 
CHRISTMAS SPECIAL 

87 RANDOLPH ST., N. E.—16-rm. apt., 4! 
baths, corner lot. good section, newly 
painted. Price $11,000. 

182 CHESTNUT AVE., N. E.—4 rms. and 
hall, lights and inside .—- . drive- 
way. Priced $2,500; $650 cash al. mo. 
notes 

446. HENDERSON ae aah co 

, REALTORS, 138 AUBURN AVE., E. AL. 2903) 
RHODES BUILDING. BUY ON JouR TERMS 

WE NEED several homes in Decatur and 182 LOUISE ALLEY. N. W.—3 rms. 
vicinity as well as acreage in DeKalb §1,800 
County for quick sale. Call Byron WRIGHT & WRIGHT REALTY 
Mitchell, EV. 3211. MA. 0740 579% Tattnall St., S. W. 
R. INMAN RAGSDALE, BROKER HAVE homes In any section you desire. | 

544 N. McDonough St., Decatur B F. HURT REAL ele! 
ANTED—4, 5 or 6-rm. houses anywhere IF YOU have the oe] * have the 
in city. Best of loan connections. GI' home. AT. 1997. 347 Angier Ave., N.E. 
sales our specialties. AM. 7421. BEAUTIFUL HOMES ON WES 
Wm. R. Joiner Realty Co GLASS peeets CO —REALTIST 
, ; ; 166 ons S. ¥ Ah 
1333 Res Ave., S. Ww. yor 


rms, business pro ont with Me esl st Real "LA. “7131 


erties, vacant lots anvwhere tn Georgia Salen 
a patie. see experts. C. T Bel & Co AL. 1885, 
Sane Co. Brokers... Haas-Howel) HOMES — All sects 
Atlante Ga MA. 3132 7383. 1008 beckwith St.. S. W. 
ugh Greene-Parks Realty Co. BROWN, 5. W., 4 rms. aavath, F500. | 
cY. 6281. orsyth Bidg. Lawson, LA. 1998: CH. 


Property for Colored = 189 ‘Property for Colored 


Raidtinven Subdivision 
FHA HOMES 


Only a few left! Six rooms and baths, lot 60x150. $7,938.00 
—$1,638.00 Cash, plus closing cost. Monthly payments ap- 
proximately $49, including tax, fire insurance, mortgage in- 
surance, principal and interest. 


WILSON REALTY COMPANY 


Exclusive Agents 


905 Hunter Street, N. W. 


and a 


Happy New Year 


from the entire staff of 


, Wilson Realty Co. 


905 Hunter Street, N. y 


4 


~~ “Pan Pane Cm “Cem Pee “Pm “Pres 


/ 


Dec. 25, 1907 | 
\ Adtaanaiites for Sale 
and - REAL VALUES 


AUTOMOTIVE 


+ EAST POINT 


41 FORD 2-door. A beauty -. 
'47 FORD Sedan as 


,|°37 PLYMOUTH Sedan 


: 5. 

HAM 

215 Spring St.. N. W. CY. 0236 
G a nice ’ tiac Chieftan 


de luxe Salo sedan. Radio and heater, 
white sidewall tires. plastic seat covers. 
should be driv-' 


5259. 
y FC D USE | 


e J H Ewing & 
64 Forsyth St WA tH 


or rent | 
DE psi CR 3861 | 


cae 


R. 
1946 PLYMOUTH, blue, 


homes | 


1 6-rm. du- | 


Price , 


Let us know what you want.) 


tile bath, hard- | 


baths. | 


bath, now | 


$3,000. 
bath, $4,500. 


ALEXANDER-CALLOWAY | 


SIDE) 


_ 


ery, nice one thet you 
ing for only $1,995 


and heater, plastic seat covers. 

been driven very little and looks and 
drives like a new one. A pretty black 
car with a brand-new set of premium 
grade white-side tires. Price $1,050. See 
at 857 Euclid Ave., N. E., or call MA. 


gis VWAKL RS. 8. muTORs. i, st 
e+ 3550 NW.) OWA. ._ 6860. 


ck-up, Abbott, AT. $010. 
ews aa 
Metereycles ter Sate 
MARION RO M CLE CO 


es Peachtree 


1 MOTORS, Inc.: 


2 WA. 
on Consignment and. 

ie goed price. ieien Giveur tdantent 
Y 0161 or AM. 2279 


used cars. See us. 
SUMMERS. 475 Peachtree, EM i611 
AY cash for tate mode] care East 
t CA 2166. 


cars. 
tree oS AL. 9425. 
for 


West 
A 


used autos 


FA. 1561 
22U 


1210 N. Main St. 


OPPOSITE BILTMORE HOTEL 
A CHRISTMAS GIFT 
FOR THE FAMILY 


HARLEY -DAVIDEON'S Mere words can but sug- 


gest the thoughts, 


AV 
624 Spring. 


os 


eee nae ae ter 


PRICES See 
“MITCHELL "MOTORS 


pane 
7 Pirie 2. 6s eee ueknmel 
'37 PLYMOUTH 4-door 
38 FORD Tudor 
40 FORD 2-door 
AUTO FINANCE co 


LO 
You'll Find It At 
BEAUDRY 
“Atlanta’s Oldest Ford 7 wl 


451 Spring St.. N. W. A. 3297 
| 1946 DODGE Kitchner green, 4-door 
| Custom sedan. Radio, heater, 5 new 
tices. Original owner came from Ohio | 
to trade this one on a new car. Actual 
miles and original condition. 
McCLELLAN-JACKSON CO., CA. 6682 
‘47 NASH “600” 4-door, original paint. 


weather eye conditioner, radio, plastic 


eR NE 


Automobiles for Sale 


The depth of feeling, too, 


That prompt our “Merry 
Christmas” wish 


To friends both old and 


"49 CADILLAC “62” Club Sedan 
‘47 CADILLAC “62” 4-door Sedan 
‘47 CADILLAC “62” Club Sedan 
‘46 CADILLAC “60-S” 4-door Sedan 
‘42 CADILLAC “61” 4-door Sedan 
*41 CADILLAC “62” 4-door Sedan 
‘49 FORD Custom “8” Tudor Sedan 
‘48 HUDSON 4-door Sedan 

“50 BUICK Speciel 4-door Sedan 


’46 Plymouth 


4-Door Sedan 


$895 
Sommers 


oe 


I IOS Iss SOC RE IOP OEE IEEE IGE I IO IOS IAG YO YOO EH 


Hungary Won't 
Free American 
On Spy Charge 


BUDAPEST, Hungary—(UP)— 
rejected 


age, economic sabotage and “crimi- 
nal activities.” 

A Hungarian note to the Ameri- 
can Legation regarding Vogeler 
= the government could not re- 

lease “spies and saboteurs,” what. 
ever their citizenship might be. 


Last Tuesday the United States 
demanded the immediate release 
of Vogeler, an assistant vice presi- 
‘dent of the International Tele- 
phone and Telegraph Company, at 


33 West Peachtree Place 
CY. 5906 
“Open Evenings "til 9” 
WO RAS RR I a RSF 


‘48 OLDSMOBILE “98” Convertible 
‘48 OLDSMOBILE “98” Club Sedan 
‘47 OLDSMOBILE “78” 4-door Sedan 
‘46 OLDSMOBILE “66” Club Sedan 
‘46 OLDSMOBILE “78” 4-door Sedan 


We 
ot 


wero 


SS 


Used Cars Are Better 


AND COST NO MORE 


375 Peachtree, N. E. 
465 Spring St., N. W. 


CY. 4611 EM. 


"46 DE SOTO 


Convertible. Lew mileage and 
clean. 


$1,195 


1611 


seat covers, practically new tires, 


A trip. McClellan-Jackson Co 


BETTE R VALUES ALWAYS 


Martin Johnson Motor Co. 
£30 Spring St., CY. 3461 
KER Came 4-door 
Bhasin and heater .. 1 
STUDEBAKER Champion 2-dr.. 
YARBROUGH MOTOR CO. 
390 West Peachtree LA. 4611 


down will buy this car for the wags — 


'30 FORD Model “A” Coupe. Excep- 
tionally clean inside and out. Black 


finish. Excellent $165 
JOHN ALDRIDGE 


USED CARS 
696 Spring St., N. W. 


lev 
|\Sommers 
Used Cars Are Better 
AND COST NO MORE 


375 Peachtree, N. E. 
465 Spring St., N. W. 


CY. 4611 EM. 1611 


c Car B bi - 
Gera Buro e; 


VE. 1348 


SC a BC RO BSE BSR 


EAP CA 


CH CAR SALE 
FOR REMAINDER OF WEEK 
HARPER DOLVIN MOTOR ¥°, 
| 28 Alexander St. E. 
“Behind Medical Arts Bidg. 
4-door an. | 
Special de luxe. All the extras plus 
extra reconditioning. Call CA. 6692 for 
demonstration. 
Mc EN TACK SON co. 
"i CHEV. 4-dr. : arranged. 
YOUNG MOTOR 
651 Lee St., S. W. A. 98 
48 CHEV. Stat. wagon; clean 
"40 FORD in ~ luxe ane 


1866 Buford filahway Arr. 8776 
1946 AC 3-door Sedanette. Radio, 
heater, white wall tires. A beautiful 
little car. To be sold at a bargain. CA. 
2777. 3418 Stewart Ave., S. W. 
LOWEST-COST auto financing. Straight 
bank rates. Guaranteed savings in time’ 
| and monev. Harold Beasley AL. 3155 | 


AT. 0269 

1547 BUICK Special 4-door sedan. Radio 
and heater. Very low mileage. “Xmas. 
a: 3418 Stewart Ave., S. W. CA. | 
2777 


1946 PLYMOUTH biack 2-door Special. 
de luxe. Whiteside tires. “A Xmas Bar- 
_- 3418 Stewart Ave., S. W., CA. 


SPECIAL—i949 Oids “88” 4-door sedan. | 
White wall tires. radio and heater. Call 
CY. 2841 tor appointment. No dealers. 

ST US AR 

FRANK GRAHAM CO 

590 West Peachtree —_ 
Clean Cars—Bank Terms 


1913 


BURKE MOTOR CO. 
EX. 


Season’s 


ADAMS 
MOTOR CO. 


501 S. Main St. 


46 CHEVROLET 4-door 


Best Wishes 
Friends and Gustomers 


"47 CHEVROLET 


Fleetmaster Club Coupe. Radio, heat- 
er, white wall tires, two-tene finish. 
This is a one-owner 


car. Only 


| Gouldman-Taber Pontiac 


161 ivy ST., N. E. cY. 7366 


CORE || 


- 
- 


CLYDE OWEN 
617 West Peachtree 
VE. 4791 


— 


WaSSYG GG OE REESE 


Se ee Sn ne ee 
SEASON’S GREETINGS 
ONE AND ALL 


WATCH FOR AN ANNOUNCEMENT 
ON OUR NEW LOCATION 
ON OR ABOUT JAN. Ist, 1950 


JACK TOWNS 


USED CARS 
28 West Peachtree Place, N. W. 


Sedan 
FORD Fordor 


‘47 


40 
'46 “ge” Tudor 
Super de luxe 
FORD Sportsman 
Convertible 
MERCURY 
Wagon 
PLYMOUTH 

4-door eee 
FORD Standard 
2-door o° 
40 CHEVROLET 
2-door . ; 


47 


Station 


40 


150 others, all makes and 
models to select from 


OPEN ‘TIL 9 P. M. 


3167 P’tree Rd 1551 
‘40 CHEVROLET 2-door. A real buy. $345 
ROBINSON 2 STEPHENS 

94 Pryor 4 Ss LA. 1335 | 

-Plectmaster 4-door se- 

dan. Meck. has heater, extra clean. 

McClellan-Jackson Co., CA 66 

\GOOD used cars. DECATUR LINCOLN- 

| MERCURY CO., 218 E. Ponce de Leon 

Ave., Decatur, Ga. CR. 6451. 

i940 FORD tudor de luxe; Columbia rear 
end. A very nice little car. CA. +2777. 

| 3418 Stewart Ave., S. W. 

1948 PLYMOUTH 2-door de luxe. Very 
low mileage, like new. CA. 2777, 3418 
Stewart Ave., S. W. 

USED CARS $4 weekly, up. we handle 
our own notes and credit Edge 
wood Ave., N E 

SEE Clyde Owen for clean cars, any. 
make or model. 617 West Peachtree,’ 
_ VE. 4791. 

‘30 CHEVROLET 3-dr.. 
— reas. Also '32 model pickup. 

’49 LINCOLN 2-dr., fully equipped, 
mileage, $1,950 Jimmy Nash, FA. 5 
oN used cars. oomer- 

shine Motors, 425 Spring, CY. 5871 

R S EVANS—B 'ys —~. sells pw used 

cars 285 Spring St.. CY 

’41 OLDS, = page ast sacrifice. 
$375. Cail Whitt, 0339. 


3 y Io CADILLACST10- SPRING ST, 
. W. WA. 7841. ear 
201 


HERE’S A STEAL 


ane Trucks for Sale 
/1948—F-5, 1'-ton stake truck, 17,550 ac- 


tual mileage; good rubber, motor ex- | 


extra clean. BY, 


low | 


G 


SAYS THANKS TO 


HENRY DAVI ONE AND ALL 


from the bottom of his heart for the volume of 
business you helped him obtain this year and now 
wiskes you 


A MERRY, MERRY CHRISTMAS 
AND- A PROSPEROUS 4950 


— HENRY DAVIS — 


LATE MODEL CARS OF QUALITY 


i 700 Spring St., N. W. AT. ail 


Auman EEE 


hel Ms 


Your patronage has been 
a true inspiration to us. 
Our aim and hope is to 
serve you even better in 
the future. 


Merry Christmas! 


CY. 5906 
33 W. Peachtree Place, N. W. 


re 


cellent, body y ee. 
EAL BUY 
CY. 8011 Cc. E. SHEPHERD 


NOTICE, LUMBERMEN 


FOR G. M. C. 6x6 and Chevrolet 4x¢ 
trucks. Also White half-tracks, see 


FULTON AUTO EXCHANGE 


SOUTHERN Chevrolet, CR G44, has a 

| hevrolet, . 6414, has a ) 
Ford ex-mail truck with reconditioned 

| body, new paint, clutch, transmission, 
tires and tubes, sealed beam lights, 

| rebuilt engine. Ideal for dog owners 
or delivery truck. | 
GOOD Used Trucks, All eee ee 

STANDARD TRUCK & EQUIPMENT CO 
949 Memorial Dr.. S ES 

1,-TON OL 

| Janitor. 404 Woshenatinn St. 


Auto Trucks for Rent 


| 


| TRUCK SERVICE __ 


’49 MERCURY 
4-Door Sedan 


Low mileage and clean. 
Fully equipped. 


$1,495 
Sommers’ 


Used Cars Are Better 
AND COST NO MORE 
375 Peachtree, N. E. 

465 Spring St., N. W. 

CY. 4611 EM. 1611 


GREETINGS 


Thank you for your patronage dur- 
ing the year. May peace and good 
will light your way through 1950} 


McCLELLAN-JACKSON CO. 


WE SUPPLY trucks for any purpose— | 
all in first-class we a — 
Reasonable prices 


BELLE ISLE U- DRIV- PIT | 
20 HOUSTON ST., N. E. | 
‘HERTZ Drive Ur Self Stations. Adequate 
__ins Tr’ks, 80 Cain St.. N B.. WA. 4590 

209: 


= |Garages and Service 


|e y and mechanicai service 
+o Bo ay he and passenger cars. 
town Coovretet Co.. 329 itehal?’ 


| Bt “at Forsyth 

Boats and Motors 210 
JOHNSON SEAHORSE 
OUTBOARD MOTORS 


NT 
311 Spring St. N. W 


‘Auto Glass Installed 
CEE AUTO GLASS CO Auto glass in- 
stalled from $1.00 up. 326 gai 
MA. 2129 { 


215 


Trailer Home Section 
1956 [RONWOOD 5-room modern 


—_ ee Ee — 


Your DeSoto-Plymouth Dealer 
400 N. Main, East Point CA. 4165 
Sm WS RC I SRE CIR I RE IR I RS I ORE I EI 


HOLIDAY SPECIAL 


—_ 
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= 


——— Motor Co. 


BUCKHEAD 3167 


EXchange 1551 PEACHTREE 
ROAD 


oo mpage ee rae eT 


END-OF-YEAR CLEAN-UP 
PRICES YOU JUST CAN'T BELIEVE 


ON THESE 


New Car Demonstrators and Officials’ Cars 


TWO '49 BUICK SUPERS 


Both are 4-door sedans and are fully equipped; 
low mileage and like new. One is Light Gray “— 
the other is Dark Gray. 


TWO ’49 BUICK ROADMASTERS 


Both are 4-door sedans. Both are fully equipped 
and just like new. One is Blue and the other is 
Green. 


TWO ’50 BUICK SPECIALS 


THANK YOU 


BUICK Center 


1948 BUICK ial 4-deoor Sedan. 
Driven only 000 miles. Radio, 
heater. Original biack 4S) 4 
finish like new... , 


Hix Green Buick Co. 


Spring at Nerth Avenue 
609 Spring St. VE. 5466 


2 —_ =! . | 


These Buicks are fully equipped. They have just 
been broken in. One is Black and the other is Blue. 


THE ABOVE CARRY THE SAME AS 
NEW-CAR GUARANTEE 


1949 PACKARD 
DE LUXE “8” CLUB SEDAN 
— heater, whitewall tires and oth- 
Beautiful biuve finish. 


accessor 
Driven onty 2,188 miles. New-car . 
antee A NICE Di UNT 


ATLANTA PACKARD 
MOTORS, INC. 


jr Also. all of our used cars are marked down to rock- 
bottom prices. See us and save from $100.00 to $700.00. 


TRADE-INS OPEN EVENINGS 
@ CASH OR TERMS @ UNTIL 9 P. M. 


O’SHIELD’S BUICK 


DECATUR’S USED CAR CENTER 
226 W. PONCE DE Laon 3 


—_————- 


: 


|the same time it forbade further 
travel by Americans in Hungary. 

In rejecting the U. S. demand 
for Vogeler’s release, the govern- 
ment said: 


“The government of the Hun- 
garian People’s Republic . states 
‘that it is not willing to guarantee 
free activities and exception from 
punishment for subversive work 
against the democratic system of 
the Hungarian People’s Democracy 
—that is, for spies and saboteurs, 
whatever state they may Be citi- 
zens s of. “ 


1 ACL Railroad 
} i Has Coal Supply 


C. McD. Davis, President of the 
fi... Coast Line, bong iho yes- 
|terday that it would not be 
‘essary for the company te iaore 
‘priate any coal moving over ite 
‘rails for u®e as locomotive fuel. 
| Railroads, whose coal supply is 
‘low, due to the prolonged strike 
and interruption in coal mining, 
were recently authorized by the 
‘Interstate Commerce Commission 
to appropriate coal in transit if 
necessary. 


| Davis said that ACL has on hand 

_an 18-day supply of fuel coal. He 
explained that for the first 11 
months of 1949 about 50 percent of 
the freight gross ton miles and 
about 85 percent of the passenger 
car miles of the Coast Line were 
handled | with Diesel power. 


Automobiles for Sale _ 


I 


Merry Christmas 
to Our Many 
Friends and Customers 


THE BIG LOT 


Peachtree at Third Stree t 


We Sell Guaranteed Used Cars 


De Soto-Piymouth Distributors 
EM. 8051 AT. 2751 


MOTOR CO, O. INC 


MERRY 
CHRISTMAS 


EAST POINT 


a ee — ee —_- 


SOS YS ES TS Se Yk aK tea N88 


a 


ARE YOU INTERESTED IN 
A 1949 MERCURY? 


We still have a few Sedan Coupes and 

Convertibles just received from the 

factory. Can make you a real deal. 
See JOHNNY LEWIS. 


EDMUNDS MOTOR CO. 


241 Spring St., N. W. CY. 3601 


‘Aut to Repairs, ‘Painting 205 


Here’s our 
Earnest wish for you— 
A Christmas that’s de- 
lightful, 
And a Happy New Year, 


too, 


Hapeville Auto Co. 
3418 Stewart Ave. CA. 219] 
WO RK EA OFA RS OR POE ROT 


ATLANTA'S ORIGINAL 


J\% 


; 
; 


Mh 


739 Spring St.. N. W. 


Today’s Best Buy 
'’48 WILLYS JEEP 


STATION WAGON. 
Low mileage. Unusually Clean. 


JACK BRISCOE, Inc. 


AT, 6654 


x23 a ia a Bae oar Baa ia Baa 


TRA a SO A 


VICTORY 
MOTORS, INC. 


24 NORTW 


With Every Good Wish for a 
Joyous Christmas 


and a New Year 
of Happy Days. 


HUGGINS sal 


383 West Peachtree 


AVE Vi 


Automobiles for Sale 200 


HAROLD H. BEASLEY 
Insurance Agency 
Low-Cost Auto Financing 


80'2 Broad St., N. W. AL. 3155 
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CHEVROLET 


Pa J0HN SMITH COf 


DEALERS 


CHRISTMAS. GREETINGS 


It is indeed fine to extend Christmas Greetings again 
to our many friends and customers. 


We are happy to see around us in the world at large 
an apparently more hopeful attitude toward the final solu- 
tion of the problems created by war. 


The grand, the glorious and noisy drama of having 
concluded a great war amidst the plaudits of mankind 
have died down and only a hollow victory remains. We 
are all still paying war taxes and even more taxes are 
demanded by our President. 


May we all be spared another war! 


Let us hope and pray for the Goodwill of Christmas te 
spread far and wide, and for us to plan a better way of 
life—before we depart for that “distant shore, from which 
no traveler ever returns.” 


LISTEN TO 


HENRY J. TAYLOR on WCON (55) 


Every Monday at 8:30 P. M. 
He is Talking Horse Sense—No Tiresome Publicity 


“The Old Reliable’ 


JOHN SMITH CO. 


. 530-540 West Peachtree St. 
CHEVROLET DEALERS Established 1869 


WANT ADS =" THE ATLANTA CONSTITUTION 
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TSEASON’S. GREE TINGS} 


wx von vaca 


— 


James L. Gillis 


Director 
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GEORGIA STATE 


HIGHWAY DEPT. 


WISHES 


SO YOGA PSS YS YS YS YS AS PSE YSOS ES POOR A YEE PRE YI BI YSOE MA YAK YEE 
HOR IE RUG IO EG NOH OER YOK I IO IU YO POS NO IS OTR HO IO OS POG I HO OT 


FROM THE MANAGEMENT 


OF THE 


LINDMONT 


AND 


Morosgo Apartments 


Located at the corner of Piedmont 
Road and Lindbergh Drive 


Field Office, EXchange 2978, CH. 6341 
Main Office ALpine $511 


D. L. STOKES & CO., INC. 


BROKER 206 Volunteer vt 
<i ei = ES ea sata 2S ESE eR RST er ere erteere 


| 
on! 


By a cheery fireside .. . Santa ends his night— 

A moment’s pause to rest awhile, ere he takes his flight! 
He has been a busy elf all this passing year, 

Making Christmas bright and gay; brimful of good cheer! 


GREETINGS 


Merry, Merry Christmas 
|. V. SUTPHIN CO. 


346 Johns St., N. W. MA. 3882 


ARISTOCRAT DAIRY *RODUCTS 


165 Haynes St., S. W. MA. 3453 
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if No elaborate 
phrasing could ¥ 


Greetings... 


along with our |) express better 


(U 


sincere thanks the way we 


fer vour feel, than ¥ 
: simply and 


patronage this 


It is with deep appreciation we sincerely 


saying, again 


think of our association and find 


past year. 


that it’s our honest will to serve 


Merry Christmas, Friend. 


57 


A. 8S. TURNER & SONS 


Decatur Georgia 


you fuller, better still 


Best Wishes of the Season 


FLOWERS 
LUMBER COMPANY 


1392 Central Ave. East Point CA. 8411 


Merry Christmas 
JENNINGS ROSE ROOM 


H New Y 
Se. 931 Boulevard, N. E. 


ATLANTIC COMPANY 
LIARS ASASATSATAT 
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We look forward to being of continued service to you 
throughout the New Year 


JAMES H. ALDREDGE | 
Commissioner Fulton County ! GILL EQUIPMENT COMPANY 
: LE TOURNEAU service 


ee ee ce 


. <4 =)? a a > > > > 


COL. GEORGE WILSON 


GEORGIA STATE HIGHWAY DEPARTMENT 


— 
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G. H. RAUSCHENBERG CO., Inc 


Dalton, Georgia 
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1281 LaFrance Street, N. E. 


; » > , > 4 , 


I'm wishing that the Christmas spirit will bring you such 
joy that you'll find it radiating thra 
the year 1950! 


ro Pat 


Compliments of the Season 


ZACK D. CRAVEY | | 
f : - DR. J . F. HACKNEY 
Comptroller General and Insurance ESua | Bends I f OVERHEAD, — DR COMPANY 6494 fl City Hall 
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Merry Che istna 


. sie A : 
ei q | 
i 
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i : e J Another Christmas, and 
ond" Merry Christmas” ’ ; more friends 
i. 


shines brightest of 
oll. 


To wish with all my 
might — 

A holiday cut to your 
heart’s desire 

And a New Year just as 
bright. 


“Good Health 
to all 
from Rexall” 


While Xmas bells ring out anew : 
Their song of peace and brotherhood R. L. (Shorty) Doyal 
We’re sending every friend a wish K Chairman, Fulton County Commission 


' For all that’s joyful, gay and good. 


S Wii Wik isthe REA ok RK RK Rh Rh Ris Rok EE EE WL SA Rn WA RA RA 


Best of Everything 
ATLANTA FEDERATION 


OF TRADES 


HtlerteD. ile | Let us forget the unrest 
COOPERATIVE i 


throughout the world today 


a 
— 


——~w > 


to wish each other the day’s 


LANE 


Rexall Drug Stores 


happiest spending and hope 


the New Year will be one of — 


Peace. 
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LOVABLE BRASSIERE CO. 


845 SPRING ST., N. W. ATLANTA, GA. 


ans 
FRIGIDICE COMPANY, Inc. 


67 Ellis St., N. E. WA. 3338 


: DIXIE FROZEN FOODS, Ine. 
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Gay 
Construction ; 
Company 
Industrial and 
Merry Commercial 

Buildings 


Christmas **Courteous 
and Gay 
Service”’ 
539 Courtland, N. E. 
VE. 1832 
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“The Place to Meet Your Friends.” SRR IE GE OG OE RIT TE IOS NT ROT OS OE FG I I RO FH NO HOST IS SOIR NO OFA 


i 
YORK’S RECREATION PARLOR + 


89 Pryor St., N. E. 


t ; In the true “—— of 
a : eo : = 
— Fe 


you a wonderful Christ- 
mas and a Healthy, 
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Happy New Year. 


wie CREDTINGS 


To you and to 


EARL G. DOWDA 
Optometrist 


Meador Construction Co. 1281, Whitehall St.. 8. W 


h 
all your house General Concrete Work 


.. happiness, 8 10 Harris St., N. W. WA. 8258 


peace, joy and | Be a 2a SP Da oH De a a Be Be Pa BC 
WOE RS 


ais 
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a Very Merry 
Christmas! 


oe 


Our truck bodies and trailers would 
not hold the good wishes we send 
today. 


sha , 1 ON 
Dolday — mae School of 


Happy New Year | Commerce 


Sil Mo 
ilver wn A. T. BABB & CO, THE SALVATION ARMY copes 
¥ 


Restaurant 1604 Jonesbore Rd., 8. E Expresses Appreciation and Seasonal 579 Peachtree St., N. E. 


Opposite Rich’s— Greetings to Friends Everywhere. Merrie Ch ristmas! 
Alabama St., S. W. ees YON YEE Cos FOX YOK i b= $$ ‘ 


Pa 


i 
a 
| Season’s Greetings 
May your | , Season’s Greetings uy Ge Compliments of the Season 


Christmas be b ress a rill 


Opposite Constitution— ¢ 


SMITH TRANSFER CO. ee ee | HIGHLAND LUMBER CO. 


ure mann iment rot cats ff American Sewing Machine Co. 11 119 nighiend Ave, NE WA, 6614 | 


hg A Pee Pe “ Pm ee ee eee 


WE SE A ER NS SA 
: Compli of ae “ee Our wish is as warm as the candle flames on 
is Christmas Greetings aia your Christmas tree: the Merriest of Christ- 
a Everyone ¥% mases and Happiest of New Years. 
Duncan Sewing Machine Shop é THOMAS L, CAMP ‘ Jno. A. Roebling’ s Sons Co. 


517 Ponce de Leon _ AT. 7833 a8 Commissioner Fulton County Bie Atlanta Georgia 


| {If warmth and deep sincerity could 


And may good fortune and good health 
be yours in 1950. 


: 
8 


| make wishes but come true, here 
4 one that Xmas happiness would 


| bring to yours and you the 


i i i i i i i i i i i 


Don’t buy a bird in the bush—you won’t 
if it’s Noble. 


We Specialize in Good Sausage 
Try Our Noble Brand Pure Pork Sausage 


Merriest Christmas 


and 


Happy New Year 
ALL-STAR MFG. CO. 


Buy from Your Favorite Grocer 


NOBLE SAUSAGE COMPANY 


Decatur, Ga. 
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Compliments of 


Holiday Greetings! 


Ye Ole 


the Season 


SUPERIOR MATTRESS CO. 


In business in the same location for 24 years 


y 
Her rens Restaurant Mattress Renovating, Upholstering 


and’ Repairs 


LA. 7213 835 Bankhead Ave., N. W. 


84 Luckie St. HE. 9274 
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Cheeriest of Christmas Greetings 


With the Wish That 


Ry WOK RSA WI WSK ER RI SK MS NSE NER RSE Miho WSL WSS, 


YOUR NEW YEAR 
Will Be Searthias You're Expecting 


FULTON HOSPITAL 


Aleoholism and Nervous Disorders 


‘Atlanta Watchmakers Trade School 


C. E. BREEDEN, Director 
52 ALABAMA STREET, S. W. 
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907 Edgewood Ave., N. E. AL. 1440 
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CHRISTMAS 


Greetings 
Wishing you all 
the joys of the Season 


GEORGIA STATE C. |. O. 
Political Action and 
Legislative Committee 


Queen City Poultry & Feed Co., Inc. 
RAY WHITMIRE, Pres. 
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GAINESVILLE, GEORGIA 


sfesteteteteetntety rn em 


CHRISTMAS 


“uu 
x ue MONROE 


LANDSCAPE 
& NURSERY CO. 


1898 Monroe Dr. HE. 0300 
a PR SI sl 


y TENTH STREET HOSIERY SHOP 


Visit Us in 1950 ‘ 
108 Tenth St., N. E. q 
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May the Christmas _ 


uERY CHRISTMA 


Southern Meter & 
aS ZY Transformer Co., Ine. 
All Makes Electrical Clocks 


General Mills Products 
State Agent 


make your holiday complete and 
your New Year the — yet 


JESSE L. WALTON 


Georgia House of Representatives 


Stromberg Time Recorders 


Atlanta Fulton County Georgia 


1375 Lee St., S. W. RA. 0814 
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Most sincere and 
heartiest wishes for 
your merriest 
Christmas and the 
happiest New Year. 


Heartfelt wishes for a very 
Merry Christmas 
with a Healthy, Happy 
HOMER LUMBER COMPANY esate A 


| Visas at ea se 8a 5a ms se 
D | Bip OE ROE RK 
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HELLO For You and Yours We Extend 
THERE BEST WISHES 
For a Memorable Yuletide 


> 


EKONOMIE BINDER COMPANY 
201% Nelson St., S. W. 


GORDY TIRE CO. 


119 Ponce de Leon AT. 7531 
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Whatever wish is in your heart 
I hope will be granted 


J. C. CALHOUN 


Fish and Game Commissioner 
State of Georgia 
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Best Wishes for a Merry Christmas 


BEARDEN-THOMPSON 
ELECTRIC COMPANY 
Specializing in Industrial Equipment 
: 1085 Bankhead Ave., N. W. HE. 5492 


ees 6. We JACOBS DRUG STORES 
Srna earn eam ncernenseeaperenenen nsae e 
OREEIINGS Lg 
To one and all — 
we send a joyous , FEE gies? 
Christmas greet- Saf Stal SY 
ing . 
BLACKBURN AUTO SERVICE 
B. B. BLACKBURN 
Specializing in Hudson Service 
595 Piedmont Ave., N. E. EM. 2466 
iia tt t 
3h ASS 
: Christmas Greetings 


to the 
Finest People on Earth.. 


CRAWFORD DOOR SALES CO. 


Decatur, Ga. 


- Our Customers 
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LOWE 
AUTOMOBILE 
GLASS CO. 


607 S. Main St. 
CA, 8292 


Happiest Holidays to 
Everyone 


GASTON PHOTO SERVICE 


14 Alexander Street, N. W. 
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| East Point 
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Merry Christmas ey ue 


To Our Many Friends and Cisteemens 


. G. EDWARDS CABINET SHOP ee eee 
08 eae St. East Point CA. 2073 | i 178 i x aR on — my 3969 


1 


Season’s 


Greetings 


MOORE ELECTRIC CO. 


CR cy 


We've put aside the hustle and bustle of every- 
day business to wish you the 


Merriest Christmas 
and 


Happiest New Year 


Cleveland Electric Company 
3 557 Marietta St., N. W. 


WASHINGTON _— INARY 


Wishes to give you 
the better things in Life Jor Chrismas 
and all the years and generations te come 


1640 Peachtree Street. N. E. 
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he same old wish, but ever 
Merry C hristmas 
and Happy New Year 
Friends and Customers! 


BOYD & DRAKE BATTERY CO. I 
726 Bankhead Ave., N. W. 


regs 


fy T new, 
PARKS TIRE & EQUIPMENT CO. 
790 GORDON ST., S. W. AM. 5727 
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Just to let you know that your Happiness 


is no once-a-year wish with 


: 4 
us, but sincerely felt the fay our friendly relationship during the 


Past year grow even closer in 1950 


LZ | 
/ y 
rea awe CON 


, ae 


' 
whole year through! And the New Year echo our 


Wish for your happiness 


Lal — “eye 


Sincerely we wish you 


Merry Xmas and Happy New Year 


.. one and all, a very 


Merry Christmas. La Fayette Cotton Mills 


La Fayette, Georgia 


La 2 


KING PLOW CO. 


Atlanta Georgia 


Christmas Wishes 
BE GRANTED 


New Year’s Hopes Fulfilled 


- “wry » 
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FULTON CABINET CO. . 
and 


SMITH & CO., Plumbing & Heating 


3225 Harrison Road East Point 
CAlhoun 8411 
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Ss. D. POSEY CO., Inc. 


Automotive and Industrial Equipment 
Meyers Counters and Valance 


286 Spring St., N. W. 
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Our warmest and heartfelt wish 
to each friend alike, old and new. 


Curtis mi: Insurance — 


ae _— 


Christinas 


International Printing Ink Co. 


We take time out to 


| 


wish our many patrons 


a Merry Christmas and 
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GLADWIN 
PLASTICS, Inc. 


a 

bi 

; ¥ se MONEYMAKER 542 Courtland St., N. E. EM. 5377 
¥ 

4 y 

a 
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Season’s 


SIMPSON TRUCKING CO., INC. 
Gree ici 


q 
g 
g 
Ms 
a 
i 
103 Piedmont Ave., S. E. Hl 
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Greetings Happy New Year. ; 
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Season’s 5 ad 


Greetings 
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May this be the 
Merriest Christmas 


| LIFETIME sd amp AWNINGS 
344 Luckie St., N. W., Atlanta WAlnut 8201-8202 
TT 
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ey the wed of 
Christmas brighten your path 
FLOORS, INC, 


840 DeKalb Ave. CY. 6966 
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PRODUCTS 
rnoine «=©@ CORPORATION 


E 344 Lacie St., N. W., Atlanta o LAmar 1361-1362 


HE 1 Nps Nps SS A SOE OS VSO SOE YE SES I IE BE ES AS YS IOS VIREO SEC ad 
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Sales Office, 222 W. Adams St. » af 2 2 &..2 ® i 
nee Aen —o. agsta MOTOR COMPANY INC. § Extending Season’s Greetings to our many friends 


oyaw NL A | _ 887 Spring St., N. W., at Eighth AT. 2751 and customers. We are looking forward to 
} serving you in 1950 


Georgia Auto Parts Co. 


1036 Bankhead, N. W. VE. 3516 
Nathan’s Auto Parts Co. 
830 Marietta St. VE. 6624 


greeting you, our friends and customers. 
a RC PS SNS YA YO Ya “A PS OE YO LBL YES ESOS YORE VSS YE YE Gilley & Sons Auto Service Co. 
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Ht, 1188 Capitol Ave., S. E. LA. 3750 


BOWERS SHEET | Se ee iad 
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; ‘Happiest New Year Ever 
COMMERCE MANUFACTURING CO. 


Manufacturers of Work Clothing 


[3s 
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S IMERRY CHRISTMAS< : f Compliments of the Season 


May the sincere greetings and best 1 E WEBSTER COMPANY GAR AGE 3 


wishes of many friends brighten gj Painting—Wrecks Rebuilt—Wrecker Service 


your holidays. a Scientific Motor Analysis 
DICKEY-MANGHAM CO. | Storage—Gas—Oil—Tires 


First National Benk Bidg. WA, 1541 | 
wm vaemcecom eve accmvasmenvn evmvnvevevn asad gf LA. 3434 71 Ivy St, N. E. CY. 3446 
SRT RAI OE A A I I I OS Ur i i i coal 
RGR RSE Rn TE RRR SR RG NE RE REIS RS YE NO FOE IO PE HOS © Aa, 5. by MA ET L d 
Season’s Greetings 1 bas AL CO 


RAY C. WILSON GARAGE 


Auto Repairing and Painting — Bear Frame and 


Front Alignment — Wheel Balancing 


Greetings 


Christmas would not be Christmas without 


Rk oh TSA RSL Ro Wh RSA TA REA IA ¢ 
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Could we make a Christmas wish for 
Ourselves it would be to wish each of 
you individually 


1155 Victory Drive, S. W. 


J -W Ds a 


Mills Co. of Ga., Inc. t 


549 weenie * Judge D. Hitchcock and Staff of 


A SL PAE SS PN VN NE LS RE 2 RE NLR PE POE OS OL RR CME eR ae oa ht i OFFICE MACHINE SERVICE 


eee 


RE WE SE SAO SE OR SS EE OR OR A 
Season’s Greetings i Wish You the Very Best of Season’s Greetings 


Bir d-P otts Co. | 1 28 Wellhouse Bidg., 99% Walton, N. W. CY. 5334 


, i 67-6. ¢--@- 6. 6. 6--¢-_-¢-- 6_-~ 
WELDING ENGINEERS—MACHINISTS {gh Aeon 


Merry Xmas, 
Happy New Year. 


MOYER APPLIANCE CO. 


727 LEE 8T., 8. W. 


0c 62-7 0-67 S-- 6-6-6. 6. Oo. 8. S$. 6. 6-- 66-6. o--¢ 
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Wishing You a 


: 
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CH. 2941 35 W. Paces Ferry Rd. CH. 3966 
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ds Yuletide Greetings a 


# H. MENDEL & COMPANY 


Y 185 Pryor St., S. W. 


"ese etecennamamanane Te 
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Merry Christmas 


Hood Oil Co. 
| : 400 Lambert St., N. W. 
: MA. 2136 


376 Marietta Si. ~ LA. 6256 + Compliments of the Season : a vat 
ety —“t- 


WYNNE APARTMENT HOTEL ; es 
I 644,N. Highland Ave., N. E. 
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Merry Xmas—Happy New Year 
to the 4 MAY ALL YOUR WISHES 
LSE LEK YEN 


Best Peopl Earth— | ecsumevananesoee 


Se a 4 A. E. LUKE 7 JOE HARRELL | MeDANIEL MATTRESS CO. 
3 NIX MACHINE SHOP | | . 
121 Forsyth St., 5. W. 120 Forsyth St., $. W. eae ves spay HARRELL & CO mariavins | Pasa ee nt 
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Help Wanted—Female 30 THE ATLANTA CONSTITUTION ® Sun., Dec. 25, 1949 © SeBD 
TYPIST, 17-21, for per- |Selesmen Wanted 33 


manent work with es- 

tablished local whole- | LINGERIE SALESMAN 
sale concern. Down- 
town location; 5-day, 
40-hour week; no Sat- 
urday work. Starting 
salary, $125 per month. 
Apply in own hand- 
writing and state age. 
Add. R-190, Constitut’n. 


dalf Mill Ra. N° W., male) $e, 4 
white fox terrier. Ans. |fOURD= 


work 
MA. 8810. 
Cady's wrist watch. May be 
“ ”? ; claimed b identification. AL. 
name “Buddy.” R. R. Cook’s —~ go> —ccc, , ry 


mfr... 
slips, gowns, petticoats, -jack 
retailing eas 4840 te Goae ~- 


name o Reward. WE want high type, personable (not 
n collar. Bg A Ry 6 ee 


rights, Write 


YW? WHEEL & AXLE 
ALIGNMENT CO. 


“Specialising in Alignment” 


CARRY sideline of nylon 
Panties and multifilament 


Uhre a. Ref. GLOW- 
volume of business in this terri- 625 Broadw N. ¥. C. 
tory will be turned over to accept- wan th ber - 
ed applicant. ing in jewelry trade to represent New 
York leather Ne ae Pen en mpg 
on commission beasts: ferences with 
‘your letter. Box 421. . Beekman St. 
New York. 


ESTABLISHED company. 
factory, store, farm a pros 
rice, long profit. Exclusive. 
it. No deposit. 
mail. Write: Red 
Littleton, Colo. 


AND 
A HAPPY NEW YEAR 
N. Gae Dickinson—Ruth Johnson 
ACCREDITED 
PERSONNEL 


SERVICE 
710-11-12 Standard Bidg—LA. 2056 _ 


Fine f Margaret| 
containing Fine fabrics. expert, werk 6369. 


ulbs ‘photo 
BUSINESS SERVICE 


os an flas 
liberal A y Call CR. 
"| Business Services 


HIGH earnings and long term oppor- 
tunity for qualified man: drawing 
account. 


not responsible for subscription pay- 


ments unti) received at the office of 
_publication Atlanta 2, Ga STRAYED—Male pointer, 
head. Still has in 


ae ‘SUBSCRIPTION RATES od CARRIER} Choke Collar FA. 3323. Reward. 

) Per and Su nday Sue tent $1.75 | —Man’s brown bilifold on Techwood 
Daily o | bus or in or around Grants; need 
hem a money badly; reward. a 5381. 

Bails onl] 


—Biue heavy cable s 
Daily me | Sunday sweater vic. rd Little 5 
Daity on R . 4901. 


eward. Call VE 
Daily poe Sunday 
Daily only One Year 


MEMBER oe PRESS 
[HE Associated Press is exclusively en- 
titled to use for publication of all news 
dispatches credited to or not otherwise 
credited to this paper and alse the 
_local news published therein 


equipment) ; 
2190. 


FULLY 
Line Carried 


WRITE 
Exp., Ref., 


JOSIE LINGERIE 


A CORPORATION 
EMPIRE STATE BLDG... N. Y N 
(ts ESTABL LISHED following for New York 


Window Dist play | popular-priced lad 
Commission. 


novelty wu 
SALESMAN | » Oe we Constitution. 


— la 
. YOU enjoy a following among Dis- OIRECT salésman wanted. Sell to mo- 
play Managers with department, chain torist guaranteed battery chemical, used 
—and specialty stores in your territory by the U. S. Government. that prolongs 
you are qualified to represent us. We’ battery life 50% to 100% longer; 530% 
are an old, established manufacturer rofit. Write for details. Liberty Co., 
of artificial flowers and decorative ox 1140, Chicago 90. Il. 


home, 
pect. Low 

Fine out- 
Information sent air- 
Dept. 29, 


Every 


20 
Advertising Service 
BECALS. book matches, calendar, adv. 
nitted specialties. Tuell, Healey Bidg.. WA. 
Pte Dec. 23. | 
$20.80 f n 
$15.60 white male bird dog. aoe Pitz.” 
5724. _ Reward. 


ka Bed | 
 Dieseg SUPERIOR MATTRE. ; 
call VE. ¢ Tay & Pwo es UPHO 


~ we” ey (RING HE $274 635 
Package in , awe Sat. night 
Owner a 1 nigh B AD AVE... N W 
9 


Personals 
Also 


met, Inc., 


EASTERN AIR LINES 


HAS opening for stenographer, at 
Municipal Airport. Minimum age 
21, minimum shortb wpm; 
typing, 50 wpm. Apply in person. 
Personnel Office, Muni! | Air- 
port, 9 a. m. to 3 p. m., Tuesday 
through Friday. 


M Mattress Co. CY. 8526 
Building, Genera! Repcirs 


ANNOUNCEM 
INDEPENDENT Dental Laboratory 


——~— -_ 


Auto Supply & Equipment Co. 


462 Courtland, N. E. AT. 3881 


Entered at Atlanta Post Office as 
Second Class aN 

L SM CO ationa 

Representatives. New ‘York. Chicago. 

Detroit, Boston. Philadelvhia. Atlanta 


Mail Rates on Application 


has a complete artificial) eye clinic. 
Custom-made, new-improved, af-plastic| 
eyes For info, AL 0649 27% Broad | 
“Lucky” goods. aaetee. 
herbs oils candies spiritualism books 
and supplies Hussey’s. 115 S Broad 


HOME IMPROVEMENTS 
NO MONEY DOWN | 


AS LITTLE AS $5 MONTHLY | 


MERRY CHRISTMAS 
AND A : 
HAPPY NEW YEAR 


DIXIE EMPLOYMENT 


novelties. Opportunity for high earn- 
ings on commission and iong affilia- 
tion with progressive 
Write experience, references 
carried. 


Decorative Creation 


and line 


organization. TO REP 


SCARF SALESMAN 


EPRESENT well-known line of 
ladies’ silk "0," t ritory: pigh 


comm. a Realservi l Wes 
_ 4th St.. N. oe 10 


& Art Flower Co., Inc. "MERRY 
PLAXICO TaReaee L 
__13 W. 2%th St.. New York 1, N. Y. ____ CLOSED MONDAY. NEL 


IT’S T'S THE TRAINING 
THAT COUNTS 
PRACTICAL 
SHOP 
TRAINING 
BODY AND FENDER 


REBUILDING 
PRACTICE- WELDING 


FREE brake adjustment with $3.50 motor 
gone Hargrave Gar., 417 Edgewood Free Estimates—Day or Night 


Beauty Aids 


MOLER SYSTEM 6 
TEACHES BEAUTY CULTURE AND 


| SERVICE 
| 80% BROAD ST.,N. W. 


CY. 7814 | 
IMMEDIATE OPENINGS ~ | 
Stairways CLERK-TYPIST, 20-28. D’town l 
STENO, 22-30. Knowledge of bkkpg. 
Learn N. C. R Mach. D’town..... 


BARBERING . 
SHORT COURSES QUALIFY 
Gl APPROVAL Club Basements 
Floor Sanding CLERK-TYPIST, 20- 28. D'town 
‘TYPIST, SALES, S. W. sect.. 


Call or write, 34% Marietta St.. AL. 3209 Modern K en 
All Work Guaranteed GEN oi 20-35. Seonalh ‘& IBM exp.. 


ESS ALL MAIL to The Atlanta 
Constitution, Atlanta 2, Ga 


CALL 
WA. 6565 


Ask for Ad-Taker 
ANNOUNCEMENTS 


|| Auto Travel Opportunities 
ON CO ONS 2 9 80k SOE LB SRE “SE LSS LOE 8S BOE LS AE LS Lh BO SE EE Sl | BRIVING to New Orleans Monday, 
son aeeeine anima menieneneiemmnines | 3; refs. exc. Share exp. VE 7274. 

K 


WSK SK IO. NS SS SE GRIT 
Best Christmas and New Year &% 


Best Wishes 
Ad 
NATIONAL LEAD COMPANY 
g 
yas} 


Sk Sk a ks a pms oe os ere coms esac wsdl APPR 
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Merry Xmas 


and 
A Happy 1950 


M. R. WOODALL CO., INC. 
Contractors and Road Builders 
Highway Construction 
Atlanta, Georgia 


NATIONALLY advertised line 
$16.50 to $33 blouses, available 
for representation in 


.$150'GA., FLORIDA, ALABAMA 


OPPORTUNITY for high type sales- 
man with strong contacts dept. and 
speciality shops; comm.: no obpection 
to non-conflicting companion line. 
Write exp., ref, line carried. 


PREVIEW BLOUSE CO. 
132 W. 36th St., N. Y. 
"BOOK SALES MANAGER 
PUBLISHER of entirely new children's. 
library sold to homes on low terms 
has openings for district and state) 
managers. If you have a successful 
sales record in this field and can train 
others. this is your chance to get in on 
the ground floor with the most rapidly 
growing organization of its kind. For 
quality, sales appeal, value, and custo- 
mer satisfaction, we invite comparison 
with any such work ever published. 
You will also be amazed at our unusu- 
ally liberal commission and overwrit- 
ing arrangement. Please state qualifi- 
cations in first letter. THE CHILD’S 
308 W. Washington S&St., 


Business Personals HW 
GEN. O CE, 22-28. 2 yr. col. 
’ | INTERSTATE STENO’ 26-39" P'ice ms ynedliniae 
RICH S ROOFING & SIDING CO. ‘4: EMPLOYMENT. 3 P’TREE ARCADE 
SOUTH’S FINEST PIANO 


496 PIEDMONT. N. E. MERRY CHRISTMAS AND — 
EM. 5636 
REPAIR SHOP 
HAVE vour piano reconditioned bv fac- ) 


HAPPY NEW YEAR 
TO ALL Our Friends, Customers and Em- 
NITES-—SU NDA YS—HOLIDAYS | 
PHONE VE. 0894 | 
| 
tory-trained experts. Complete rebuild- | | 
ing. refinishing. tuning. voicing. regu- 


plovees. 
HOTEL & REST. EMP. AGENCY 
lating. Call us for free estimate. Out- 
side tuning now accep 


44'2 Marietta St. Room 229 
AMherst 3546—Ext. 59 


“4 


: take 


AUTO MECHANIC 
MOTOR TUNE-UP 


ELECTRIC SYSTEM 
LIVE ENGINE TROUBLE SHOOTING 
VISITORS WELCOME 
een PAYMENT 
WRITE OR PHONE 
ATLANTA MOTIVE 
TRADES INSTITUTE 


~ MERRY CHRISTMAS ~ 


PLAXICO PERSONNEL 
CLOSED MONDAY. SEE AD ms 
EXPERIENCED, capable governess-nurse 
for 3 children, ages 2, 5 and 7; private 
home: must have references and free 

to travel: $125 per month. Address N- 

110, Constitution. 

OUR Fee. ONLY 1 Week's Salary | 
C.&S. Emp. Exc., 75% Hunter St. LA. ed 
HOUSER’P’RS, child nurses, companion 

cooks, immed. Live in or out. HE. 3713. 


A NAL L ERV 

Room 664—800 Peachtree AT. 0814 | WORLD, 
Help Wanted—Male == 37 Chicago -_—~s 
Chicago manufacturer of exclusive 


FOR TUESDAY PRACTICAL TRAINING 
new home or for repairs to present poster programs for banks and automo- 


home, and tell you amount of loan ob- INTERVIEWS © bile dealers, with national distribution,| Air Pg a 
tainable. No on ae STANDARD OFFICE MANAGER jabdl suena has immediate opening for 2 top flight Sy Te nao Lock 
GS AND 


FEDERAL SAVIN LOAN AS- COLLECTOR salesmen. Must be experienced in ad- 
SOCIATION, 48 Broad S'., N "\é vertising and sales promotion in the HEAT. mt POWER, peut? 
THEO nO ttn CODE 2) 
ERVICE, MAINT E- 
ND ALLATIONS 


Grant Bidg., MA. 6619. automobile and banking field. Must, 
REPAIRS—REMODELING APPLIANCES ‘SER 


have car. Program offers opportunity 
Concrete Porches BATTERY REPAIRMAN 000 


for, comtnieston earnings ~ to $30. , ae On ed 
thing LINOTYPE OPR. selling banks or auto dealers latest and ‘The only civilian school in the coun 
anette it tow STENOGRAPHER—Age 19- 22 


<a up finest poster service in America. Must that te the Army in re 
aba come well recommended with good | as an eee of tuition. 
rie phon VISIT 


$150 
ersonality. See Harry Coleman, Ansley | 
TRADES Ik INSTITUTE 


Start $400 Hotel, Dec. 27th and 26th. 
eee om SERVICES wanted of experienced sales- 
200 South 20th _ Birmingham. Als. 
Phone 17-0555 
Vets ask about G.I. training. 


man to make headquarters in Birm- 
ingham, travel state of Alabama and 

Member of Southrn pa ot 
Private > 
A 


Restoration Contractors 
BUILDINGS & HOMES 
GEN’L REPAIRS & CONCRETE WORK 
FREE ESTIMATES—FHA TERMS 
No = too small... 
Nane too large. 


ASSOCIATED 
BUILDING 
CONTRACTORS 
183 Simpson St., N. W. 
AL. 6173, Day, Night or Sunday. 


; for Xmas a 
§ Shirley Cloak & Dress Co. 
GEORGIA LEAD WORK DIVISION i 
400 Bishop St., N. W. 


“The Makeovers” 4 
IO SS SOS YRS YRS YON YO es a oes Yes B 
{a OO BOL AS EOL PSL PSS PSL IL “AS BO YEE LIE 
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Merry CLrtalisies 


Best Wishes for 
a Merry Christmas 


and 


a Happy New Year 


Private 
i aR 
GET THE BETTER JOBS 


AND VICINITY!—Will make free in- 


ae < spection of your lot and plans for your, 


Compliments of the Season 


JAKE JOHNSON GARAGE 


1564 Boulevard, N. E. 


Tom L. McGraw. HE. 2228-3 MAIL CLERK 


K.—Mot Transport 
| gaicimining, Painting, Plastering “4.5 “™ otor Transp 
ROOMS tinted $6. materi ale tur Vepered CASHIER— -Freight Exp. ..... 
$8 Ronee Elijah Webb, RA. 5080. 4 INVESTIGATORS ..... 


Cement Work 


~— & 


Georgia for one of America’s leading 
manufacturers handling silverware, 
dinnerware, cutlery and gift lines; 
drawing account against co ons, 
lus travel oxpeneesi minumum earn- 
ngs, $75. Unlimited possibilities for 
right man. Must be hard worker, — 
ing to travel. Only experienced, high echanics, Motor 
type salesman need apply. Give ull . Auto Body and a Ww 
articulars and qualifications. Reply geration, Radi es odern 
x R-193, Consti AT ESMEN Equipment and Buildis poms Vn 


LINGERIE SALESMEN | fears, Accommodations. 


OUTSTANDING manufacturing lines of Fully Accredited Se. Li Veterans 
“Tearnot” lingerie and “Skincling”™ Thirty Years’ Ex sian 
panties, to sell to dry goods and depart-| NASHVILLE TEC CHNICAL ¢ cout Ez 
mont stores, and finest dress stores in’ Dept. No. 116, YMCA B 


Ga. and Ala Nashville 3, {Ry 
MUST HAVE good referemces, 


pe, EAVES | errr TRAIN TRAIN IN ATLANTA 
OP OTOWSKY BROS. | 2 ERATION AIR CONDITIONING 


512 Canal St. DAY ; ae i 
or night technical and shop 
New Orleans, La. _ for private students oe ve - 


ing level to fit individual needa 
HOUSEDRESSES 


agents Visit the schoo] or 
free cata) 
SALESMAN WITH FOLLOWING an TRADES INSTITUTE 
FOR THE SOUTH (FLORIDA) 
BY ESTABLISHED $2.98 LADIES’ 
WASH HOUSE DRESS. 
2 W. 33RD ST., N. Y. 


Sandra Lee Frocks, Inc. 
GIRDLE SALESMAN — 


LEADING popular price lightweight 
and average mfr. — nationally 
known, fine reputation—seeks a 
man for the SOUTHEAST. Draw- 
ing against Commission. Non- 
conflicting sideline acceptable. Re- 
plies held in_ strict confidence. 
Give in detail full Ser iouters, Box 
346, Realservice, 110 W. 34th, N. Y 
RESIDENT clothing salesman with fol-| 

lowing in either Ga. or Ala., or both, to! 
sell popular priced men’s and young | 


-_. a ” ie 


YOK IK RU Nt YAS, UST WUE, YO OS ws OA NOTE NK OE WASH OSE NOSE IFA ROS 


Merry Christmas 
EVANS CANDY COMPANY 


126 Tenth Street, N. E. 
PS OE NE Ak ROL OE LOS ORO OBL RS PSC VSO LSS SOE SE ARE LSC PSA BRE LSE YS 


—L—— 
Best Wishes for the Season 


e 


hes pp “ee 


i << 


* 


Mayson Ave., N 


BRIDGE INSPECTOR 
Fences 


INSTRUMENTMAN—Construction } 
Rernig ENGINEER 
MOS. TO PAY REFR wee 
ALESMEN 
ft 


SALES ENGINEER 


REGISTER NOW ! ! ! 
THOROUGH courses tn: Autom 
chanics. Diese] M 


Me- 


| NO DOWN PAYMENT, 36 
FULTON GARDNER. AT 7432 
Floor Sanding, Finishing 


‘FLOOR SANDING. finishing. painting beg aA AN 
and papering by Colored. MA. 45 2 PHARMACEUTICAL SALESMEN $300 
or CY. 5305 . eee 


SANDERS FLOOR SER “=“Modern } 4 


VICE 
a Pree estimates BE 3991 6 R 


Grading, Excoveting _ 2 CITY SALESMEN 
18 INSURANCE SALESMEN 


50 ..Com. 
$350 up 


CLASSIFIED DEPARTMENT 
THE ATLANTA CONSTITUTION 


or place 


ie 
H : 


AND S 
STK A OTK NTA TK RT OSE SI OH WSK ETI LIEPMAN CONTRACTING CO. LA. 2821 
— REGENERATE TTT HOZER work. $650 an pour; yard 


ob. dri 
MERRY CHRISTMAS ‘er ~~ woes 
to our one, sand and grade ry acieat 
a aul a ere, any am ’ 
MANY FRIENDS AND CUSTOMERS HAULING | enywnere, en>, tine, Boum 
FAWN FLORIST & GIFT SHOP gous ath ia PSERVICE soar 
DON A. BRANNEN 
TRANSF i 
466 Flat Shoals Ave., S. E. LA. 0174 Experience hands, UA aga Fe 
| Home rvice 
a, OC a 5 NE Sk 5 SOE SR NS 5 RR Usa pak Yon ce eel FREF-INSPECTIONS HOME BUYERST— 
RE RENE RSA RD LR RT NIA IER OIA RG NS RISA I RIESE) Chases and advise amount of lon pec. 
ARD F 
ASSOCIATION, 48 Broad St.. 
Grant | Bidg. MA. 6619. 
HOUSECLEANING | 
WALLS washed, floor waxing: all types 
of house cleaning. Ted Wells. 75 
Piedmont Ave., 


All Jobs Open for Tuesday Interview 
APPLY 9-3 DAILY 
NO PHONF CALLS 
cushed| Atkins Personnel Service 
417-20 Peters Bidg 


MERRY CHRISTMAS 
AND A 
HAPPY NEW YEAR 
DIXIE EMPLOYMENT 

SERVICE 
8042 BROAD ST., N. W. 


CY. 7814 


ATTENTION 
MAN with car If you aren‘t —~ “ae $70 
a wk., see or write Tom North 
FULLER BRUSH Cu 
410 Walton Bidg.. Atlanta 3, Ga Phone 


A 3200 
TERRITORIES AVAILABLE 
Americus. Dublin, Thomaston. Carroll- 
ton, Marietta and severa! small coun- 
ties and towns in North and Middle Ga. 


fHE CONSTITUTION has numerous 


4 


Peachtree St. AL. 5069 


City Hall Service Station 


Under New Management 


Cc. H. MITCHELL J. C. JARRELL 
Eest Point, Ga. CA. 9484 


GI-approved. 
2000 par 4 Leading stylists 


HARPER METHOD BEAUTY SCHOOL 
_i4 Forsyth St., 8. W AL. 2551_ 


AT 
COMPLETE your H S at home in spare 
time with American School Texts fur. 
No classes. Diploma Booklet free. Dept. 
C-A,. P O Box 1998, ane x 
LEA Ri RADIO, TELEVISION 
| ENROLL now approved 
| TELEVISION recn CAL INSTITUTE, 
232 Luckie St.. N W., Atlanta, Ga 
VETERANS: Shop ae 8 ino books) fh 
Diesel, refrig., omy adequate in- 
come. Greer oe leone” eon Bidg. 
wa comaker, ti 


ceitene 


= 
2 
f 
d 
wh 


| 
| 


ru e, roc 
dirt. HE. 6125-W, day or 
anner?,, Get all the FACTS! STAND-' 


night 
EDERAL SAVINGS AND hs 


| 


In the Time-Honored Custom 


Compliments of the Season’ 


i Merry Xmas and Happy New Year 


DuBose-Egleston 


INSURANCE 


JIM D. CHERRY 


your “house a home. We 
to Free estimates | 
E. 1996 


genera) repairs 


LET US make 
modernize seen a 
and FHA terms. 


g 
4 
i 
i 
g 


routes covering rura! sections of the 
pee six days mail. Sunday delivered 
by cial carrier appoin by us. 
Other routes being developed weekly. 
r few hours’ wo 


men's suits in worsteds and gabardines. 
Liberal drawing against commission to 
right party. Good opportunity to estab- 
lish yourself with fast growing com 
cern EMANUEL LEVIN & CO.—“COL- 


Let . oe help ‘ven Cc Ss 
Broad 


— J Wank 37 


Teachers ers W 
or Christmas vacancies. 


¥ A wor 
of al) kinds FA. 1695 


Landscaping 
crushed stone, an art cin- 
Day or night. VE lanta Constitution, Atlanta 2, 
O 


Painting and Setaslen 21-23, 1 yr. col. Consists of 
5 da 


Int: CLERK $165. 
or ope — x. Bnd Hott | Beer | ae posting, typing, stock. 


PAPER HANGING a 
J. Ernest Smith. AT. 2280 CLERK $175. 21-23, 2 yr. col. Supervise 5 


~. 7 girls, d’town. 
LA 1601 


|SERVICE STATION” MAN $210. ae 
Plumbing Fixtures, Repairing _ A-1 EMPLOYMEN 
NEW or used fixtures. Beers. Espe 


33_ P’tree Arcade. AL. 2061 
ly wall papering and paintin 
remodeling and general] re 


PHOTOGRAPHER 
Plumbi Co. 24-hr. service. . 06. 
PLUMBING and heating repairing (white 


WITH car and 5x7 camera; 
labor) 
PLUMBING CO. 
WA. aioe 


_babies and small children. 
BELCHER 
708 Ponders Ave. N. W 
reer Plumbing Supply 
i 


man a wonderful opportunity. This is 
a r gf r, reas. prices =e 


The pay is good 
on Sufiday mornings 
in your section 
ae Service Division. The At- 


First Rh ay eat up to $285 mo.) se 

lege phys. ed., commerce; English, 

tory (Ph. D.). Comm.., history, ma 

ALL GRADES Vocational home ec.. 

science, En sy 

School Bureau, tw otkeing ourrs 7826. 
WA teacher. Gregg 


WA. 9341 Tuesd ex. Shorthand and 3. 
Situations Wtd.—Female 39 
immediately, Day or night, HE S608. 
EXPERIENCED poacthoal eecsae offical 


LEGE PARK CLOTHES,” 113 W. Red- 
wood Street, Baltimore 1, Marland. — 


_ EXPERIENCED RETAIL ~ 
HARDWARE SALESMAN 


MUST have years of experience and pos- 
sess qualities necessary to become store 
manager. This is a wonderful oppor- 
tunity. Give full and complete detailed 
information and references in your. 
answer. Address G-98, Constitution. 


BL PO LEN Ok PEK SK EK 


Superintendent DeKalb County Schools 


SOS A LSM PIE Be IE ROE PI POR IN SS 25 PI ROL OE BORE a Bk ak I EIT Gers, 
FAMERS AIT NG OG TTI RS OE RET EAS 


Our Best and Cordia! Greetings 
for the Holiday Season 


REEVES MARBLE COMPANY 
Candler Bldg. 


SSK Fig A SES Ok ERI A, 


Trust Company of Georgia Bldg. 


SEASON’S GREETINGS 


Lamb Plumbing Co. 


One of Our “Shop at Your Door” Plumbing Shops 
on Wheels Is in Your Neighborhood for Fast 
Service—DI. 1544 


& 


ness. If you drink don’t answer. Give) 
three references. gry egg J Ss) 
BABY PHOTOGRAPHERS Albany, Ga. 


CABINET MAKER 


MUST be experienced. 98 work-! 
condition, 


ualified. 
"RANDALL, BROTHERS 


665 Marietta St., vw uli 
E operator, capable o a 
care of and operating ad and job ma-) 
chines. Permanent position, good pay. | 
Excellent machines in well-equipped of- | 


May your Christmas be merry &§ 


a South Georgia traveling volume busi- 
axter, AL. 


iring 


A 
ALL BS RADIOS, VICTROLAS. _ 
tter irs 


Your patronage has been a true inspiration to us. Our 
aim and hope is to serve you even better in the future. 3 und your Mews Vans bright— 
7 J~ AR Integrity 


Obear & Farley 
7 . ral Life Insurance Co. 
State Distributors | Union Central Life ‘Prompt service caste 


Ground Open Hearth Basic Slag Thos. H. Daniel, Gen. Agent BDusivbss -and reeserta 2 7 
212 Grant Bldg., Atlanta, Ga. WA. 2225 First National Bank Bldg. 2 BA ae 
et ttt tt tt ett to tt) ett tt 
. ie < Wie — hr = re = 


an 
per week or 

alifications Address R-i 
on 


Pull or part time. n. 
men make money! Box F-960, care | 
Constitution. 


OR THINK YOU CAN 
Call for Personal Interview Apt. 
208 “OLIVES ‘ 
SALESMAN 
w -age manage surrounding + e, 
and operate drive-in, “grocery in Hape- against comm. ajiune 


ville. ving quarters available at low coun 
rental. Call MA. 1900. -— ow a ae 3 


WEAVE room second hand: must have te Vesa 
*| had experience, Draper XP looms and bitious to = 
dealing with union help. Address N-| its large. on 
294. Canstitution. Ssopersantiy “a Rabin onthe, 


L company in business over 
SPECIAL SERVICE BUREA Write Rawleigh’s, Devt. G 
BROOKWOOD BLDG., 1720 P’TREE ST. 


Memphis, Tenn. : 

ome economist, —~_ i = SALESMAN, ladies’ handbags national- 
and y known, outstand fast-selling, 

@ graduate = pepular-priced line. ,, ME ee 

erritorial ts. Da 375. —o 


cLESMA yohneo, Ce ma nto oweds" F100 Week ar —_— 
ALESMAN 


viet ‘110 W. 
Phone S er nenanen LA. a 
& ASSOC, Per- HANDLE ular-priced, fast selling lin- 
Counselors, 415 Bm a ission. Box 361, Realservice, 


FOR RENT 
All Types Grading Machinery 
‘By the Day, Week or Month 


Also Available for Rent 
Barber Green Ditching Machine 


Southern Grading Co., Inc. 
EM. 4561 : 


Merry Christmas and 


pat eee erst, magutcier ot por | remistry._VE._£379_34-hour ice, 
priced cloth and leather jackets. Lib-| Situations Wanted—Male 40 
eral commission—real opportunity. For SALESMAN—Know the South: free to 
full time or as a side line. It will pay| travel: conversant with wholesale. re- 
ou to investigate. Write Ben Blum- tail grocery trade, Cut will sell ; + 
rg, Modern Jacket Co., 809 Washihg-| thing: salary and exp., best refs.: aol 
ton, St. Louis, Mo. le rad. Address Const itu . 
BLOUSE LINE PERIENCE eeper 
countant, age 49, and in goed health, 
|/WELL-ESTABLISHED mfr., $24 to desires permanent connection with 
doz. Highly styled—nationally dis progressive Atlanta firm. First class 
wants coneeeeets man ee reference. Address R-1 Constitution. 
s s 
ox ne n. Every Help—Male, keaume 32 
362, Realservice, 110| a 8 
aerpeu oe ito M 
Sie Car. territory. Man 
representing us here for Pn years ~ WANTED 
fice. Time and Thy overtime. Apply| prvi Ema EB ye J+ A in | SALES HELP 
News, Covington. wa soft wear line required. Give all infor- M 4 ated ton 
WATCHMAN for City Auditorium, mi, $5.63 mation: references in reply. Netional Men an "on foe “Goad men 
per day. .~ Lay 25-51: 3 years legal Millinery-Codette Handbags, 305 y oe lag Mn MP oe ot a 
residence l ' ; : 
Apply 203 City Hall by § p. m., Dee.  Balumore St, Baltimore, Md.___ St, Balumore_ Md carn eons" s “CUSTOM LLEe iano 
Bowling Supply House. Car essential. road Street, 
“an i. Ay B ond Rnowionant < busnas yhotograph and B ~ 
nish sales background, photograp rvic Soe. os 
m4 indicate on road map area can cover usiness a es 
| “GUTTERS MADE TO 
FIT THE HOME” 
CLEAN, PAINT and REPAIR 
YOUR GUTTERS NOW. 
Ww. P. ANDERSON 
os Ave. et he 
“2 


Season’s Greetings 


Eubanks Tire & Battery Co. 
1005 Lee St., S. W. AM. 2583 


Aas ~ . . y ; ; -* 


Happy New Year 


AIRLINE AUTO SERVICE 


275 Spring St., S. W. LA. 9255 
Stet te tte te et te te tt ete ttt 


; Make watch run, look new Une 7416, | 
for Xmas. Max's, 469 P’tree Arcade. 


EMPLOYMENT 


Help yoonG wou 30 
ARE YOU 


ve “te 2 “Oe 


Compliments: of the Season 


T. WAYNE BLANCHARD & COMPANY 


Real Estate 
84 Peachtree, N. W. 


Compliments | 
of the Season 


th St. N. E. 


m. 


Compliments of the Season! 
PAUL D. WEST 


We're grateful for the many bonds of friendship we're enjoying 
today that began in a business way. 


BOWDEN APPLIANCE CO., Inc. 


_ Heme Heating Equipment 


Season’s Greetings 
Our good wishes for you are 
ending. 


COOPER FURNITURE CO. 
‘ ‘ " " ‘ ‘ ‘ ‘ ‘ t 4 < 


AM. 3211 


2% FIFTH AVE., N. Y. C. 


Open in several Ga. cities. Wonderful 

eriplenty of rel| Siti Seen ese Ste Fe 

next year: r u ! 
Lewis, Rt 2, Thomas-. N. 


- Wyandottes, 
$4.90 per 105, "GC A RD 
CHICKS, Box 221, 


: 

> 
accountant: 
. | 

7 


, Gesires connection 
in neeeetentio’, compay. Reply Box 


interest 


location and esired. Hatchery 209 Peters St.. 
Write United Listing Service, CY 4883 
Barbara, Cal. 


Genta) Ww. Box cS Atlanta 3. Ga. 
to borrow 98.500. 
monthiy in 8 months. 15% on 


SHOP 
ee me - a- 


THE 
“Sen se. 
is St., N. E. 


FOR SALE—00-ib. “Bar Bells; bargan. Call 


‘Oo 


LARGE. « ‘collection zadirons 


prices. Fanny Revson 


—_— — aa 


LET ME buy or “sell your househ 
estate. from the home, on commission 
= basis. Mary O. Cannon, VE. 0512. 
NEW arrival, wns * turope, Orient, low prices 
for Xmas, $1 up. Elliott, P’ : 
Diamonds and Jewelry 
NO. 1016—SOLITAIRE DIAMOND RING. 
l%s carat blue-white gem quality dia- 
mond of fiery ee Neatly set 
in modern style Tiffany mounting, of 
platinum. ring of simple charm 
and beauty and a real investment. 
Certified valuation $850. Special, 
WRITE for free 
values. 
DIAMONDS sent te banks for inspection 
at no cost or obligation. 


Citizens Jewelry & Loan Co. 


195 Mitchell St. 
WA. 7911 


- ESTATE LIQUIDATIONS — 
LOAN FORECLOSURES 


FOR the finest DIAMOND values. 


TAXI DRIVERS 


AGES 25 to 50. Good jobs for men with 
APPLY MR RAY: A. M. TO5 P.M 


LINCOLN CABS 


(Atianta’s Only Colored Taxi Cab Co.) 


120 HARRIS ST., N. 


catalog of diamond 


~ NIGHT JANITORS 


WANTED—Exp. night janitors who are 
now employed during the daytime. We 
need hard-working, dependable and re- 
liable men © can furn, refs.; exp. 
janitors only need apply: good pay 
and a good chance for advancement 
for the right men. Report to Mr. Buck 
~#fter 12 noon at 207 Ivy St.. N. E 


CURB BOYS 
FAST, courteous curb boys 
$50 wk. ors 


Ss rr 
want a good COOK, MAID. 
CHAUFFEUR or other domestic help. 
just call LA 0666 and give us the de 
tails We wn DO the rest 

Ts, maids. “waitresses, 
uffeurs . @uck drivers. any type of! 

. work. vork. 231 Auburn, N. E. AL, 8176. 


Sit. Wanted—Fem. —Col. 


CALL US fort borters maids oe 
chauffeurs. truck drivers any type of 
Forrest sys AL 


290 
. S SPECIALIZING “IN 
SCRYENED HELP. AL. | 


Sit. Wtd., Male- ag Cal. 49 


CALL AL. 6176 tor all types of wo k. 
231 Auburn Ave. N. E. as ian 


FINANCIAL = 
Business Opportunities 50 


urchase half, manage alleys_| 
ry developing, newly industrial-| 
ized ; Kentucky, South, with no: 
Sowtian acilities; tremendous oppor- | FOR on real estate. 
tunities; expand with 20-vear-old firm.| Jarvis, Jr.. 80% Broad St. 
Salary plus half profits, estimated! call CY 7815 
$5,000 to $12,000 annually. Only $4,000 COANS—Sub 
cash pre Closed % summer _ action WA 
mont Address George Heap, Gaines- HOME BUILDING & LOAN ASSN 
ville Bowling Center, Gainesville, Ga. __2% Forsyth St. W.—MA 9932 


ville, | 


amous Fishing Resort. ISENGOR CAMERA 
S ee Lake and abou acres 
ma ad t oxetenoxse’ LIVESTOCK, POULTRY | seerhets Alera 


land; adjoins Government Okefenokee | 

Game Preserve. Wil) be sold at - 

lic ~“ ge House door in Ui | 

cross, a. on Jan 3. 1950 Lake | : ‘ 
FOR SALE. Fine registered Holstein bulls 


Barber. Executor Estate of H Mi- 
amp sired by Pabst Roamer Transmitter, 


zell. deceased. who ts out of a 957-lb Pabst but 
— s out of a ) abds utter- 
SALO Athonia, estab busi fat cow, 4.2 test. Hawe all ages, reas- 


ness, ige. building, one side vacant, 

‘ideal for barbershop and living quar- choice Sete aera at 128, Pant 

ann eg ae SGuipment, $1.000.| Ages stock. Oakwood Stock Farm, | 

ae — — — oe — | Hermitage, Tenn. (12 miles from Nash- 
p g. r 0 cas ville) Phone Donelson 126. | 


ca oe man ¢ aide Owner has oth- “TWO GATTLE SALES” WEEKLY 

* AGTH Fon GALE AT Carns |<, TUESDAY AND THURSDAY, 12, 30 
CONDITION. NATIONAL STOCK YARDS. ATLANTA. 
. HAY—Delivered 5-10 ton Tots. Mixed 


grasses. Grade A. Good color, $30 ton 
R. % NE “s). 
PER, PRONE in T TO BE SHOWN 


Grade A, $25 ton. H. W. Vaughn. Ph. 
ark are filling station and grocery 


_3338-J, Athens. 
JARRETT LIVESTOCK CO 
store combined. Also cafe. 3-rm. house 
on Roosevelt Hwy... 4 acres of fand. 


Specializing in Dairy Cat‘le 
1420 Bouldercrest Dr. ‘A. 4072 
Half way between Fairburn and Pal-| GAITED golden Paiomino saddiers Hack. 
metto. Must sell due to il) health nev. Welsh Shetland ponies Ages chil- 
_ Thompson Brothers, Palmetto, Ga, dred? A. Chandler, Chariton, lowa 

one 6611. |R erkshire pigs Championship 

CE BLDG.—Fount.. caie Goo breeding. October pigs, $25 each. H. W. 
d'town Joc.; nets $400 mo. LA. 4783. 


pedigreed Ger 
stud fee, choice of 


Wanted, Male, Female 4) ment secured. Box F-952 Care invest | CATS, PETS, E1 ETC. Ant [Antiques 
Business University store 
1951 wood Ave., N. E. 
.—Col. 42 Money To Loan $2 
Apply Cain 
treet entrance. 1 Henry Geen Hotel | 
OMA ivate quarters. 
we wks. ald Fawn color. AKC reg. Sired 
MUTUAL by Duke of Wellington. Whelped by 
Wiead & ACCEPTANCE quail on my 500 acres. Will guide par- 
ties and furnish one meal, $10 per day 
~ d id brind! ] 
$50 TO $2,500 vt, ted, ein pinion a a 
puppy J H Porter WA 06449 P Oo 
COMMUNITY Box 4 Atianta Ga 
LOAN & INVESTMENT ens ‘Ga ¢ 


young women | 
part-time wanted in ready equipped 
hile at- cabinet shop MA. 9256 ‘ 
or saie ge | 2 
7 Tnlsber. wigs § 0 6 
woo n 
Be. 112 N. Main, College LOANS 
FOLDERS and Foose $30.00 to $1,000 IRECTORY 
vraag <— * -ty! a  ngel ta e 
Hel ltend-—saeie. Gel 43 
——P : de cs Dogs and Puppies 
—« BOXER PUPPIES, 1 male, | l female. 
to $2,500 
importea Borgi V. Malerwinkel. 1850 
_Omo Ave., , Augusta, Ga.. Phone 34652. 
BIRD HUNTERS—Have i5 large covies 
CORPORATION 
12 Auburn Ave., N. E.—CY. 0422 pi — T. L. Roper, Farrar, below 
~— ae _ Bring own dogs. 
EMERGENCY LOANS = CHAMPION SIRED. choice 
IN QUICK SIGNATURE Loans | - MAS doelivery AT 2108, 
Local Loan & Thrift Corp. man Shepherd aog 
_72 Forsyth St.. N. W. LA. 0686 — 
DACHSHUNDS—Xmas puppies. AKC rea 
xcel. pedigree. J. R Ornsby, Forest 
Park, Ga CA. 4393. 
218 Grant Bidg 
Three Other Atianta Offices _- 
FOR MONEY—SEE US — 


PERFECTION BOG FO wen 


COTTONGIM SEED CO., 97 ee St 
CHRISTMAS PUPS or now Many kinds 
2139 E Lake Rd, DE 392 
ALE—Reg. male Trish setter, 5 yrs. 
old. $75. E. W. Hall, Acworth, Ga. 


~~ Cats, Canaries, Pets 59 


way a beautiful singer, $5 up: hens. 
No. 1 P’tree Circle, 


N. E., AT. 1993. 
MERCHANDISE 
‘. ELTA LOAN CORP 


332 whic Sst.s W AL 0795 _ Miscellaneous for Sale 
CITY AUTO FINANCF CO 
_j]1]_ Marietta St 0566 — 
UNTVERSAT. AUTO INANCING | 
ssn Spring S 0681 
& 


LAWRENCE B. HOLZMAN, PRES 
305 Healey Bidg. 
71 


Farm Equipment 


QUALITY FARM SUPPLY CO. 
John eer Sales & Sarvice” 
315 Nelson St., | Ww. 


ee 


Household ( me 


SALE STORAGE FURNITURE 
LGE. pedestal din. table, 12 fine chairs 
wal. bedrm suite, roll-a-way bed, chif- 
forobe, liv. rm. sofas and chairs, odd 
chest dressers, vanities, beds, springs 
and matts., maple liv. rm. suite, some 
china and bric-a-brac. 

SALES FLOOR OPEN 
TUESDAY AND WEDNESDAY ONLY 
134 Houston St... N. E AL. 8670 
CATHCART ALLIED STORAGE CoO. 

“Atlanta's Finest Warehouse”’ 
FINE round table; din. rm. suite: chif- 
forobe; set 12 fine din. chairs: odd 
beds; springs; matts.; wheel chair: 
‘ounge chair; dressers: baby bed, and 
chifforobe; china cabinet‘ 
ers; golf bags: 


ee 


~ Bersonal loans-4850 to $1,600 
has. R. Hartsfield, Inc. 
160 P’tree Bidg., Room lf WA, 4357 
LOANS TO $2,500 
SEA of ee FINANCE CO 
12 Pryor St.. S$ VA $771 
GROWN FINANCE-C 
108 Spring St. N W 


5005 


ee 


To Each and Every 
FRIEND and CUSTOMER 
A Very 
MERRY XMAS 
and Prosperous 
NEW YEAR 
We Look Forward to Serving 


a 


ot $1 Soares winloyees 
ee Thritt t Corp., 74 Marietta St., 


‘Loans On Real Estate 54 
- buy repair. consolidate 

= appraisals. Standard Fed- 
gs 


loon 
© ee 4 


fireside bench: 


Brewer-Head Co., 
Ga. Sav Bk. Bidg. —CY. 2514 
UY first mortgages; monthiy equal | 
payments on homes within 25 miles of 
_ Atlanta Mathews, MA 6619 


en ee 


_ Cheapest Rates and Easiest Terms ra 
GEO AMPB 6938 
* 80 hey Bide 


corner cupbard: Victorian 
chairs. WA. 9250. 
KIMBROUGH FURN. 

IN OUR BARGAIN 
KIT. cabinet $12.50: 


BASEMENT 

roll-a-way bed $10; 

porch rotkers $2.73: 

vanjty $10; set $15: kit. 

P | $3; Ilge. sofa $20: buffet $7.50: 

You in | pedestal din. table $17.50; wal. 
robe $35. WA. 9250. 

1950 


$17.50: 
table | 

round 

ward- 


MART, 378 P’TREE 


love seat 


see C. FE. 
N. W.. or 


'KIMBROUGH FURN. 
SINCE 1919 we sell 
furniture for all the home. Good 
cash discounts, worth checking. Easy 
terms. See us and buy here continu- 
ously. Locally owned and operated. 


ATLANTA FURNITURE CO. 


_152_ Whitehall — St. WAlnut 9295 
HOOVER vacuum. cleaners reconstructed | 
by Hoover factory, l-year guar.. $24.95: 
also Frigidaire refrig.. ranges. washin., 
machines and water heaters for immed 
delivery DUNCAN APPLIANCE CO) 
259 Ponce de Leon Ave. N E VE 0544 | 
oo dble. bedrm. ‘dresser. end tabies, | 
pr. table lamps, gas stove, sofa, 
eee portable typewriter, girl's bi- | 
cycle, 7-pe. dinette suite, dropleaf ta- 
able. Mrs. Podhouser, AT. 1074. 
‘CASH clearance sale. Shop at “Cooper 
| Furn. Co, for after Christmas bargains. | 
Toys, furniture, stoves, heaters, rugs, 
— Oe. S71 | Whitehall St., S. W.., MAin 0440. 
MAHG. “dining 1 rm. suite. mahg. twin| 
bedrm. suite, chrome brkfst. set. port- 
able elec. sewing machine, mirror. Mrs. 
_ Podhouser, AT. 1074. 
APT. 129 North Ave., 
sale, dining rm. suite, 
(mahog ), chifforobe 
_ pieces. VE. 5667. 


1948 MODEL _ Bendix 


acreage impr. lots. Quick 
0627. Ralph B. Martin Co 


14"X20" METAL 
MEDICINE CABINETS 


$195 EACH 
90-LB SLATE —T 
$2.15 PER RO 
WATER PAINT’ 


60c 5-Lb. Box 


210-LB SHINGLES—$5 95 SQ. 
PAINT SASH DOORS PLUMBING. 


JACOBS SALES CoO. 
WA 2876 45 Decatur St WA 9538 
- UNHAPPY? E because of simple a acid indi- 
Kestion? Constipation? Try Meg-A-Col 
‘an antiacid Laxative preparation) 
rv Cook's Meg-A-Co] 10 davs and if 
you don’t feel less nervous. sleep bet- 
ter and enjoy life better. ask for your 
money back. Send for FREE trial size. 
Enclose 10 cents for handling and post- 
age. COOK CHEMICAL CO., ELMORE, | 
| ALABAMA. 


A 
W. CATRO. GA., | 


3, NN. E.—For 
2 bedrm suites 
and other nice 


radio- -phonograph | 


inal cost, $268 ; from original | 
_ owner. VE. 3 
$98 SIMMONS sofa aa fl. sample. $69.50 


SOUTHERN FURN. 165 Whitehall 


like new; 
98. 


—— ae 


SAVE HALF 


Georgia Diamond Merchants. fer: 


chest draw- | STEDMONT- TENTH, 
rugs; vanity; old rosewood chest; maple —"0t plate. AT. 7! 


straight ieetanionan Rooms Fur. 94, THERE IS NOTHING LIKE 


MART, 378 P’TREE HOUSEKEEPING CABINS—1i or 2 rms 


Hkpg. Rooms Unfur. 


Nationally known Apartments—Furnished 
l-room efficien- | 


| BU 
| PARTL 


comb,, walnut console; automatic; orig- 


ewes, “STs P’tree; N. E. VE.. 0122. 
hold om 


Rooms With Board 


young men; twin 
meals daily 1038 Oak St. 


3. 
Exclusive—Reasonable—Refs. DE. 0822. 
acs. for 

Meals opt. ‘HE. 


_ ple. 0876. 


$465. Rooms— Furnished 389 
SINGLES from $1 50 garouibtes trom $2.00. 


$200: private baths: 


in 
N 


effic units from 
sprinkier protected 
buildifg Wynne A 
Highland Ave... N 
CELY furn rms with 
baths 
and tinens fur Free parking: $60 
mo and up Refs Mr King, AT 
228 Ponce de Leon Ave.. & 
NICE large rm. for couple; also semi-) 
rms., each: continuous hot wa- 
heat in all rms.: 
9180, 243 Whitehall St. 
HA 


$12 WK. FU OR UN! 

_UTILITIES FU RN. $75, $125. CA. 

PONCE DE LEON-HIGHLAND |: ator 
Conv. double and single rooms for 
business people. 0332. 


i ori or conn 


74 eure SOUTHLAND—Room and private 


with or without kitchen unit 
HE 3120 


ee 


bath 
Weekly rates 


+ $9-11TH ST. Nice rm. gas heat. All convs 


Also 3-rm. apt. Reasonable. VE. 8957. 
ROOMS—Private bath. close downtown 
Weekly rates, reasonabie Horne Hote! 
PONCE DE LEON—Front rm., i, young | 
men; twin beds: $5 each. E. 6361. 
ROOMS) FOR LADIES ORE. teste | IVY | 
ST 9142, eves. 
SiNGLE- aa * SUNTESS MEN. CON- 
_NECT. SHOWER. AT. 2625. 
LOVELY rm. for ladies, couple or men. 
Auto. gas heat MA. 5590. 
MIDTOWN HOTEL—Room, week or day. 
Special rates. LA. 9714. 


125 | West End 136 


MERRY XMAS AND A WESTMONT ESTATES 


SPACIOUS new 5-rm. bung.; 
HAPPY NEW YEAR 
FROM ALL OF US 100% GI loan to vets; only 


WE THANK YOU... 


‘OUR CUSTOMERS... 


beds: 
SW 


Phone in each rm Maid service 


front bedrm., with 
174. 


85 For having ‘made our 


success and happiness 


possible, 


peo- OUR FRIENDS... 


For the many kind 
deeds and thoughts 
extended. 


TO ALL 


no drunks. AL. PEACE. cae 
FURN. APTS, | And may God go with 


you all the days of 
your life. 


NORWOOD REALTY CoO., 
212 Forsyth Bldg. 


INC. 


gas heat, garage, bath, everything furn. 
_ Children welcome, _ AL. 9220. 


686 Elbert 


__ties., pri. e ent, 
“95 


i or 2 


ONE room in new apt. 


bidg., 
_girls. Close transp. AM. 6444 


1-ROOM furnished apt.; 
cy: electric ice box, Magic Chef stove, 
pri. ent., $40 mo.; all utilities furnished. 
589 East Ave., N. E., 0833. 
THE CASTLE 
PENTHOUSE,. 2 complete living rooms; 
buffet kitchen, bath: modern. 
HE. 9103 


JAN. 1. 
DE. 1792. 
| BEDROOM, kitchen, pvt. 
home, near Ga. Tech. 
N. W., HE. 7493. 


HEAT, HOT WATER FURN. 


bath in pvt. | 
134 Sixth St. 


| 


dresser $10; chest $10; wash stand $3.75:|BEDRM., bath, dinette, gara 3 a oe IN YOUR OWN HOME. 


100° 


5-RM. FURNISHED apartment, $4. Ex:| 


cellent transp. CH. 4518, 4415 Osborne) 
Rd. (Brookhaven). 

MODERN clean efficiency apt. You'll| 
like it See Mrs. 
_Ave 

‘OFF CLAIRMONT AVE., 4 rms., 
bath, untils. furnished, $75 mo. CR. 

BEDRM., bath, dinette, 
ties, pri. ent. 686 Elbe 

GRANT PK. SECT. —Gareae, apt. 
or 2 business girls. DI. 4922 

2-ROOM apartment. An utilities. 
Washington St. CY. 1176. 

547 PONCE DE SCRONZZL- 2, 3, and 4-rm. 
efficy.; all utilities. 

3-RM APT, priv. 
CA. 8433. 


Apartments—Unfurn. 


} dnd 


545 


bath, 


Build Your Own Kitchen Cabinets 
Cabinet Sink Tops 
Cabinet Doors 
Handles, Hinges 
ono Drawers 
binet Base Tops 
BUILDERS HARDWARE Co. 
_ 162 Decatur St. MA. § 


USED BARGAINS 


LET US furnish Saar home on EZ terms 
COMFORT FURN CO. WA. 7789 
SINGER electric ovortable sewin ne 
cnire Rent. $6 a month 

Building Materials 75 
: . = maherion, Care _— a I 
renc oors sas ® an ngs 
City Coai Co., LA asor 


FRAMING, sheating, building materials. | 
T. E. BRIDGES LUMBER CO., BE 5921 


Machinery and Tools 76 


ae 


MALL CHAIN SAW 
Cut Fast. Dependable, Lightweight 
—— Saw $368—24" Bow Saw $398 
ew Saws, Parts and Service 


SMITH CHAIN SAW CO. 


144 Edgewood Ave.. Atlanta, CY 6776 
Sand Bar Ferry Road, Augusta, 4-2158 


DUREN CHAIN SAW CO. 


312'2 N Toombs. _ Valdosta _Phone 3010 
MIXING ‘machines, _ lathe, Miller, drill 
grees. fans blowers motors. etc 999 
Spring St.. N W. 
SACRIFICE_-Adams 412 Road Patrol, fair 
condition; $2,500. Steele Landscaping 
_Co. CA. 8280. ae 
Musical ‘Merchandise 77 


- CABLE PIANO COMPANY 


~ OAK GROVE RANCH CR 9105 

Money to Loan 52 AE seat and Flat Shoais Rd. Decatu: Ga. | 
‘ink Vie Ves vont os vee eens| Walking horse for sale. EX. 37 
> TOP QUA J DE. ‘a6, Seal 
a r. 

The Seaboard Crew i nau $7 
KEEP your chicks BsHS by using our 
fe and mashes. Atianta Seadauiaters 
for poultry remedies and supplies. Send 


wish all our friends 


__ Vaughn, Ph. 3338-J, Athens. 
ade iespedeza hay = a 
Poultry and Game 
and neighbors a for ot, F EE chick catalo 8-LB. WASHING MACHNE 


Merry 


Christmas 
SEABOARD 


FINANCE COMPANY 
2 WERE RA RGR RRA RE RR Money to Loan 


SSIS IER 


GIA STATE HATCHERY 3-PC. SOFA BED SUITE $4 
130 vooayth St, Atlanta WA, 7114 $149.50 3-WAVEBAND push-button, 
your chicks healthy by using our 8-tube Philco console radio : $6 
feeds and mashes. Atlanta headquarters 
for poultry remedies and supplies. Send GATE CITY FURN. CO. 
for aur FREE chick catalog. 157-63 Whitehall St.. S. W 
GEORGIA STATE HATCHERY SINKS. FLAT RIMS 
130 Forsyth St Atlanta WA. 7114) DRAINBOARD SINK. 42” 
SEND FOR BABY CHICK PRICES DOUBLE drainboard sink, 54” 
BLUE RIBBON ee ae ia Oy ALSO sinks with cabinets from .. 
BUILDERS HARDWARE CO 


1ll_ and 215 Forsvth § 
162 Decatur St MA 9614 


FAT young turkeys, guineas, —heabants 

ucks geese, hens. _CH. 1777. ARE YOU COLD? 
32 ENJOY automatic gas heat with Temco 
; floor furnaces immediate installation 

Call for free survey 
-EUBANKS APPLIANC E CO 
| CLAUS Gift 

diamonds. 

Gruens, 
eee. 


- 24” 


a ar 


po 


— 


4 


CA 8824 

Headquarters— 
silverware, Bul- 
Longines Easiest cred. 
Sterling Jewelry Co. 5) 
ane Jewelry Co 


it 
Pea N FE 
132. Whitehall St., 


~ AN EVENING AT THE PENTHOUSE | 
TRE 


THEATR 
ATTRACTIVE GIFT CERTIFICATES 
NOW ON SALE AT BOX OFFICE 
ANSLEY HOTEL Ls OBBY. _ 
(FOR THE finest in holiday | re of dia- 
monds, watches. and types of 
jewelry, see us first 
'STERCHI'S JEWELRY DEPT. MA. _3100 
PLYWOOD—FIR AND GUM 
BOAT PLYWOOD 14 and 16’ lengths. 
WILLINGHAM LUMBER CO 
2114 Piedmont Rd., E — VE. 6357 
|GOLD WEATHER has just arrived. Start 
new year with new heat. Gas floor 
furnaces $118 up. No money down, 
__Atianta Gas Equip., E. Pt. CA. 2188. 
'350 SUITS and overcoats Prices slashed 
for quick sale. Special $6.95, $8.95, 
$10.95. $1295 Values up to $50. Bell 
Loan Office, 205 Mitchell St 
HAM SPECIAL 
NAVY R. A. L. receiver and power sup- 
ply. Excellent condition. Freq. .3 to 23 
m. c., ae W4NDS. CA. 7856. 
TOY AND GAMES GALORE 
LIONEL STRAINS AND ACCESSORIES 
ne =. SHOP 


We Thank You for Your Patronage 


be 


and Confidence in Us, | Christmas—our store will 


closed 
MONDAY 
235 Peachtree St., N. E. 
COMPLETELY sold out for Xmas. Watch 


AL. 


fine pianos. 
LANIER PIANO COMPANY 
_ 64 Pryor St., N. E, WA. 6866 


JOIN a 
WITH our renta) pian See us 
best values in schoo) instruments 
GREAT SOUTHERN MUSIC 
296 Peachtree St. N E 
GOOD R Os 
$85, $100, $125 & up 
H 8S. Deal, 493 | East Ave., N E.. . MA. 5880 
NEW console _ pianos. § Special reduced 
price. Also reconditioned upright pianos. 
_Harry De Lany Piano Co., CR. 6424. 
We Buy Used Band Inst truments 
Best Prices CITIZENS MUSIC SHOP 
_195 Mitchel) St A. 0043 
KRESS PIANO COMPANY 
wishes its customers and friends 
A VERY MERRY CHRISTMAS! 


Sincere 


SOUTHERN 


SAVINGS BANK 
fe PRYOR ST. 5. Ww. 


_ 


Best Wishes 
to All. 


Sf 
@ 


55 PIPE—% galv. and black New used 
tubs, iav,. inks, toilets We do plumb- 
_ing. Superior Pibg., 463 P’tree. VE. 1689 

ay Perfect Gift 


Tm oh “Pas = 


PIANO—57” studio size. bench, like new. 
Must sell 1348 Lucille Ave., S. W 
EVERYTHING MUSICAL 
BURNS MUSIC Cu... EAST POINT 
OLD FASHIONED PUMP pg 


instrument from 


IT PLAYS MA. 
Citisens” Music Sho 
SEWING OP. Television-Radio 


A SH 
RENTED, SOLD, REPAIRED. BOUGHT. ‘PRACTICALLY new television console, 
184 _184 WHITEHALL, S. W. WA. 9635. 16% screen; perfect condition, 

~ _ CHICKERING BABY GRAND | _AM. 
Practically New—Perfect Condition 

Must See to a a 6 


[Sethi 


i SALE 


f TUESDAY 
f et 21, 1949 


owner leaving TV CA. 


i Seeds, Plants, oo 

_AZALEAS. 6 for $1; Boxwood, l0c up: 
3 Camellias, $1: Gardenias, 50e¢ up 
RAINBOW FARMS 
Stockbridge, Ga. 42 Highway 
20 Miles South of Atlanta 

PARKER LANDSCAPE SERVICE—1%3 
Sates st. § AM Shrubs | 
peat seeds ver span mn fertilizer | 


ypewriters, pt. 


TYPEWRITERS. office : oe Yor rent | 
or sale H Vance ter Co 
102 Whiteway Ave. , East 


ADDING Machines, used. $44.50 up 


writers, used, fijso rent al) 
machines. 565 Puree. “RN Ya AT. 3846. 
CYPEWRI a 


& 


A . ine.. ‘ 1, 
head Pine dress fab McCall Patterns 
A ‘TIN ROOFING METAL 
LATHS NAILS FOR SAME LA 4501 

_ SINGER TREADLE 

Round bobbin, excellent cond. EX. 3250 
fixtures Hotel & my 
Peachtree 745) 


% 


6s Payor | St. _N.E. 
GOO SQUARE MEAT BOX _ 


| Exe. condition. oal Co.. LA. 4501. 

pst Po every need 

onnat vce ation Co shoiseroph¥e 
ee rea, fote Sho 


Wallace-Courtenay. WA $200. 


FOR SALE] 


Street Car 
Bodies 


See Mr. Dixon 
‘61 Butler St., N. E. 


atl ght 
2 Holstein 

For further information call R. A. Seals, 
Day, HE. 5106; Night, HE. 5026-W 


|RAGSDALE- LAWHON 
| COMMISSION CO. 


be sold regardless of price. Cattle can be seen 
» Ga. 


Monday. 
HE. 7635 


WE PAY ‘top prices tor used restaurant 
office 


r St. 


HOPES you are having a musical | 


this space for announcement. New stock 32 BEDRMS.. 


| 


e 


“* TWIN OAKS APARTMENTS 


—~ |2-BEDRMS. APTS. in City Park. Hape- 


| 


NEW ae anniversary model a 5 
rea. ; 


| 


' 


| 


BLAIR VILLAGE 
v4? NO 
MAKING LEA 
FOR | 
ONE AND TWo- 
BEDROOM APARTMENTS 


BEDROOMS 
| PREFERENCES GIVEN VETERANS | 


BLAIR VILLAGE 


OLD JONESBORO RD AL 


' Peachtree Garden Apts. 
o-RM. APT., $90.00 
6-RM. APT., $100.00 


INCLUDES heat. hot water. 

storage rm., gas stove, elec. refg. 

CONVENIENT to _ stores and _ schools 

Excellent trackless trolley schedule. 
Call MR. BELL. CH. 4375 


Adair Realty & Loan Co. 


Healey Bldg. WA. 0100 REALTORS 


4 ROOMS 
AND DINETTE 
ALL ON SAME FLOOR 
FURNISHLD KITCHEN 
67.50 
PHONE CH. 7938 
OGLETHORPE APTS. 
Ashford-Dunwoody Rd. 


NEW 5-RM. ApTS. 


extra targe stove, 
refrigerator kitchen p< Rm linoleum, | 
Venetian blinds and water shed | 
New shopping center adjacent to proj- 
ect. Conv to Faro 3 bus lines 


Rarage, 


LA 6524 NECATUR OF 1726 


5 RMS. 2-bedrm. apt. Tenant being trans- 


ferred. Water. refrigerator, stove, Ve- 
netian blinds furn. Ideal for children: 
‘6 playgrounds. $95 per mo. Apt. 
immedately. Rent paid until Jan. 
East Wesley Apt. Pi 
Wesley Rds. Weekdays until 5:30, HE. 
1494: or Sunday and after 5:30, pres ae 
NO. 15—200 E. Temple Ave., Colle: 
3 rms., $57.50. Sharp Boyiston re Real. 
_ tors, Grant Bdilg.. WA. 2929. 
4 RMS., pri. bath and ent., all utilities. 
* oes Elbert st.. S. W. 


‘Duplexes—Unfurnished _ 


104 


conv. transp., shopping and 
Very desirable, $75. No lease 


ville: 
schools. 
required. 

AVA PARK CO., CA. 2334 


"78 283 RUSSELL ST. Hapeville. ——- 


ood tra FA. 
| i 107 


RMS., wired for elec. stove: water, 
sink, cabinets in kit. Good road with 
school bus by door. See A. G. Cole- 
man, Rt. 1, Thaxton aes College Park. | 
_2 mi. south th of Red Oak. $30. 
WEST END—5 rms., convenient to transp. “ 
—, churches and stores, $65 mo. 


. 0225. 
Wented to Rent 1 
2,3 or 4 


URGENTLY needed unfurn. 
bedrm. house in Buckhead vic.; best of 


middle-age couple. Call ‘Clermont H 
AT. 8611, 317. 


Be FA. 4911 | Business Places for Ren 12 


BEST STORE ROOM in Madison, Ga. The 
Corner Drug Store ae This 
tion has been occupied by d 
for 530 years. Will lease for 


for 


fixtures rent. A 4.000 sq. ft | 
Atlanta Fixture & Sales Co. Lipscamb-Eilis Co. Realtors 


Sumner, 415 Capitol! 1 


| 


ont and East 


oe 
on 208028 0a0 


care Buaranteed | CH. 1924. . 
— 80 1 OR 2 rms. bath, heat. Ist floor, 


store 


— 


Spending Christmas Day 


Were you 
cramped up in four or five rooms this 
roms Have you been waiting to buy a 
ome until you could find a quality 
brick home on the North Side. with a 
beautiful tile kitchen with lots of cabi- 
net space, double sink. A living room 
with a real fireplace, book shelves and 
a picture window. Three nice 
rooms, two tile baths. Wall-to-wall 
basement where the children can play 
on wet, cold days? 

/'MOST people have | dreams, but find 
the initial paymént too steep. Some 
families are paying as much as $105 
per month for the privilege of using 
somebody else’s house or apt. They 
don’t get credit for any part of that 

on their income tax return. 


COUPLE—4-RM. APT. $1,260 
Y FURNISHED. AVAILABLE YOUR DREAM can come true. We have 


some homes like the one described 
above that you can buy with as little 
as $2, down or a veteran can buy) 
on a 100% loan. In either case your | 
payments per month will not be as 
| much as rent. Is it practical to RENT? 
be 
Jan 


ba ey 


out and you may in 


for rent and be cram next 
N EI — 


much happiness. 


arages 2 all Berd ‘HEAT, WATER, LIGHTS ON 
Se Open All Day Sun. and Mon.| 


660-665 UPTON RD. 
1838-1846 FERNWOOD RD. 
“NORTH SIDE HILLS” 


upstairs, $65. | OFF NORTHSIDE DR. NEAR | Brewer-Head Co. Brokers 
|. Wee 


COLLIER ROAD 
B. R. NIX—Res., DE. 2280 


ROY D. WARREN CO., INC. 
BROKERS 22 Marietta &t. 


WISHING YOU THE BEST 
For The Holiday Season 
A 


MERRY CHRISTMAS and 
a HAPPY NEW YEAR 
COLEY COMPANY 


“Do It Now” 
_ Realty Brokers 333.Candler Bldg. 


MERRY CHRISTMAS 
TO ALL 


ON THIS DAY of the year we pause to 
wish our many friends a very Merry 
Christmas and to join with all in look- 
ing forward to a bountiful and pros- 
perous New Year. 


STARNES & CO. 
Brokers 209 Candler Bidg. 
3 BEDROOMS, 2 baths, R, year old. &0- 
ft. front lot. Price $16 .750. Call ROY 
HOLMES, AT. 0750, WA. 9511. 


DRAPER-OWENS CO. 


Realtors Grant Bidg. 


BETTER Northside homes MOSELEY 
. 215 Pharr Rd., Buckhead CH 


>. 
eo 


Tolaticatads 


| - ‘a Ce Te 


THANKS, FOLKS 


For the wonderful response you 


gave our 


TERRIFIC 
TELEVISION VALUES 


You sure did take a load off our 
minds (and our inventory) and 
we thank you sincerely. 


We know by your calis and letters 
and the wonderful things you've 
told your friends that you're tre- 
mendously pleased with your La- 
fayette Sets. 


Well, we just wanted to thank 
you and tell you that we sincerely 
believe that the New $239.50 


LAFAYETTE 10” 
Eye-Fidelity TV Sets 
You purchased for 


$14950 


and the few we have teft in the 
store truly constitute a 


TTV 


TERRIFIC 
TELEVISION VALUES 


Thanke again and here's wishing 
you a very MERRY CHRISTMAS. 


PERSONALS 
STEVE—We would like 


‘ 


' 
' 


te 


have | 
Atlanta (fen ut the peo. 


CONCORD RADIO CORP. 
265 Peachtree St. (WA. 5140 


ment in cash : 
have one completed at 1131 
Edgefield (extension of Lyn- 
ford). Have other 2- and 3- 
bedrms. near by now under 
construction. Go Avon Ave. 
to Graymont and one block 
north to Lynford. Call 
MR. HAWKINS, AL. 8511. 


closing costs and one pay- 
tae iF 


kitchen, 2 ige. Poaee) 
» 58 — Made to order level 
wy SE transferred. Will show 


Volunteer B 
. ee el 
Surely worth your investi- 
gating. Excl. Mr. Kidd. HE. 1693. 


ae HERR? Y CHR! STHAS. 
ADAMS RD., N. W. ) 


CUTE and desirable 2-bedrm. home with A HAPPY | NEW YEAR 
- closets. One bik. bus and schools. AT THE CLOSE OF AN 
ner will sacrifice ony for $1250 WE REALIZE 
cash. Lot size 75x400. It’s a 2, a. YOUR SOF #E 
so see it. Excl. Mr. Kidd. we - E 


HAYNES 1 Manor. 3 beirras 


contract signed this bat agg A, 


Now, frankly, whose fault “will 
it be if you spend a lot of your money) 
year? 
THER event I sincerely wish you 


IE I FE SO OE POR OS IO IO ms OK OT MOS OK OS OS RU OK NO HH YS 


Siac caRe SER 


~—one wae LE eee eee a 


INVESTMENTS PORTUNIT 


SEE US for Apt. Houses. Store Bidgs.,| oe 
or to lease your property. D TO OU 1 


ATWOOD 0885 | RYERURING™ tHtnou 
| HUBERT-TAYLOR REALTY CO.’ GREENE-PARKS REALTY 
6¢ Fifth St. N. W. & INSURANCE CO. 


FEW LEFT 508 FORSYTH BLDG. 
100% GI LOANS to vets: 3- DAVIS-VAN SANT, Brokers 


bedrm. spacious bunes. EXTENDS ITS WISHES 


’ | FOR A VERY 
just completed; garage and | 
drive; full-tiled bath; metal | __ MERRY CHRISTMAS _ 


kitchen cabinets; 2 gas floor East Point 140 
furnaces. Requires only ERRY CHRISTMAS 
$200 in cash for closing out AND A PROSPEROUS NEW YEAR 
TO ALL 
16 BU J. Gerlock, Bkr., College Park 


loan; payments approx. $65 
per mo. On Lawson feeder UY, sell oF rent in Bast Point Gol: 
vege. Sant maak ille ot ta 2153. 
B Point 
ann 


bus line. Go Buford High- 
way or through Brookhaven 
to 2397 Candler Road (at 
Victory Arch), corner Clair- 
mont. Open 2-5 p. m. daily. 
Call AL. 8511. 


D. L. STOKES & CO., 


Brokers V olunteer Bidg. 


MES—Lots_ Farme—Gl HOMES — 
8 MIMS. Bkr. 2160 Stewart Ave CA 2898 


seen 


| garbeatas 


4 RMS... ranch type. Gas floor furnace. 
, scent, $1,000 cash bal. mo. 
. 7168. Stephens Realty, 83 Cain 


lant Atlanta 148 


PRACT. new 2-bedrm. home. Beaul. lot. 
FHA-GI loan. $57 per mo.. incl. taxes 
and insurance. Immed. poss. $8,250. 
Reas. cash payment. Mr. Pritchett, EX. 

REALTY CO 


3167: off.. LA. 7781. 
EAST ATLANTA 
498 FLAT SHOALS AVE., S, F. 
East Lake 150 
NEW <4-rm_ THA home. gas furn.. paved 
, : $900 cash te 


street, on transp, $6 
CR. 9670 
HIGHLAND 


anyone. AT. 6391 Nights, 
BARKSDALE RLTY.. 802 N_ 

Decatur 151 
MERRY CHRISTMAS 
TO ALL our friends and patrons, thanks 
for your fine patronage in 1949. Le: 


are ready to serve you in 1 
home or other Real Estate, see or call 


us. 
Mr. Robinette. DE. 4137 
. Cunningham, DE. 7662 


SJ BEDROOMS, 2? bath house on large lot. 
Near E. Rivers Sch ol, $13,500: CH. 
2703, CH. 3403. 

LAFITTE REALTY CO., BROKERS 
28 _Peachtree Hills Ave. 

TO BUY or sell NORiH SIDE HOMES 
call Gene Craig Co., Realtors. lobby . 
Healey Blidg.. LA. 7391; VE. 7952. 
CUS1OM-BUILT homes” -architect-design- 
ed oor SP ter Estates and Martin 
Manoi A Martin LA _ 2691 

FOR SALESoTe. 3-bedrm 

stream across back 


Roxboro Rd_ 
house, lot 130x400 
immed poss Call AT 5712 
2 BEDRMS. den Brandon. Schoo! 
well & Co., Ritrs., 


Cars- 
P'tree HE 4210 | 
2 baths Ev- 
erett Thomas, Ritr., AL 0501, R-H Bidg | 
~ WE@SPECIALIZE IN N SIDE HOMES 
LAMB REALTY. EX 1525 “In Buckhead 
100% “Gl SALES OUR § A 
STARNS AND COMPANY —LA 1387 
~ SIANO GONSTRUCTION ¢o.. NC. 
890 W Peachcree St EM 
E LOTS AND A 
C C Mitchell, Broker CH 
re) 


ALTOR | 
72 Eleventh St. AT 7554 
m home Gar arden Hills see- 


tion. Call. po, AL. 


50 —Nice 2-bedrm. “Kaas | 
$10,750 Furnished 1. $33,500, 
126 


North East 
a 


LANE REALTY CO. 
127% Moreland Ave., N. E. 
WISHES TO EXTEND 
TO THEIR MANY 
FRIENDS AND CUSTOMERS 
A MERRY CHRISTMAS 
A HAPPY, PROSPEROUS 

. NEW YEAR 


r) uy or Insure, Call 
LANE REALTY Co.., EALTORS 
LA OR ot Moreland, N. E.—LA. 6191 

| Real Estate ne needs 

ADAIR. REA TY & TOAN CO 

Realtors—Heaievy Bide WA 0109 


eterans 00% a ~~ Toans 
oF nl 


Mr. Williams, DE. 8661 
Mr. Blackwell, EM. 5640 


Wheat Williams Realty 


“Realtors” 
119 FE. Ponce de Leon Decatur 
NORTH DECA HET 


IMMEDIATE POSSESSION 
ATTRACTIVE 7-rm brick hom FHA— 
GI approved. —. 2.500. “Call Mr. 
Huey, CR 3623 or DE. 4282. 
y AE od HOLMES & SON 


To All Our 
Many Friends and Customers 
Camp Realty Co., Inc. 
DE. 2561 


411 W. Ponce de 
NEW nomes 
information call EV 


available. Parker 
Ponce de 4 
INMAN PARK SEC ‘—— good 
cond. Easy terms. VA. 


‘South East 


TO WISH ~¥, ae 
A VERY ME}.RY XMAS 


or 
1047. 
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Season’s Greetings 
To Our Customers and Friends 


W. R. HOYT & CO. 
INSURANCE —— REAL ESTATE 
36 Auburn Ave., N. E. WA. 3173 


be ion 


Me 
i 
le 
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“Merry Christmas” 


The Spirit of the Season 
brings to me a deeper 
realization of the value 
of old friendships. 

To all whose encourage- 
ment, confidence and 
faith in me during the 
31 years I have lived in 
Atlanta—helping to 
make my business suc- 
cessful, I want to express 
my sincere thanks and 
appreciation and extend 
the Greetings of the Sea- 
son. 


“4 
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“A Merry Christmas and a 
Happy New Year to all.” 


a 
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One of The Show Places in 


Beautiful Ormond ear Florida 


. i an fronting on the Wertd’s 
pesssenes comprising near a Ar 


n—Large Den 
room —v large on Electric kitchen—two Master 
iivedneders den Deihresem with electric heater instalied in tiled watts. 


interior Appointm r-Car_ Garage, Grounds 1 a 
LY — May be had unfurnished for $37,500. Terms half cash and 


GEO, P. DOCKER 


SOLE AGENT FOR OWNER 
305 S. Atlantic Avenue, Ormond Beach, Florida PHONE 6347 
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“The Nation's Reading Halit” 


Magazine Section—The Atlanta Constitution 
Copyright, 1949, b; 
Hearst Publishing Compeny, In 
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Rights Reserved, 
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By Warren Hall 
A LAY SISTER tapped the shoulder of 


Maria, candidate for the novitiate of 
Benedictine Nuns in Nonnberg, an 
ancient abbey near Salzberg, Austria. 

“Reverend Mother Abbess expects you in 
her private parlor.” 

Maria’s face lighted up. After being trained 
as a teacher in one of Europe’s best schools, 
the 20-year-old orphan had climbed to the top 
of one of her favorite Tyrolean Alps and, 
awed by the majesty of the view, had vowed 
to give her life to God in payment for all the 
world’s beauty. She had entered the convent 
and worked hard. This summons, she hoped, 


= 


meant she was to be accepted as a novice. 

The words of the Abbess were a blow. 

“My child. you know that the sudden 
transition from an unusually active life to 
the quiet of the cloisters is endangering your 
health. Today Baron Georg von Trapp, who 
lives on the other side of Salzberg, appealed 
to us for a governess for his invalid daugh- 
ter. It will be best for you to have a period 
of normal exercise.” 

“L-leave Nonnberg?” Maria stammered. 

“Only for nine months; then you will 
come back, never to leave again.” 

Tearfully Maria bade farewell to the other 
candidates for sisterhood and, on her depar- 
ture, was comforted only Slightly by the in- 


But She Could Not Guess 
That It Was to Begin One of 
the Great Romantic Stories 
in Musical History 


—. 
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The Young Trapps 
Found Maria Entranc- 
ing, and One Day They 
Asked Her If She Did 
Not Like Their Father. 


scription over the doorway: 
: God's Will Hath No Why.” 

In the baron’s huge home, which was 
staffed by 11 servants, Maria was delighted 
not only with the delicate ‘little girl she was 
to teach but also her four sisters and two 
brothers, ranging in age from 4 to 14. The 
baron. who had commanded Austria’s sub- 
marine fleet during World War I (this was 
1926), turned out not to be the grizzled old 
sea dog she had anticipated, but a handsome 
national hero who was still grieving over the 
death of his beautiful wife. | 

He was gone from home for long periods 
and the household was managed by the 
Baroness Matilda, a middle-aged relative 


whose theory about children was to give them 
perfect manners and little else. Maria, still a 
child at heart herself, relaxed the strict dis- 
<ipline enough to teach them to wear informal 
clothes, to play games and, above all, to sing 
carols, madrigals and old folk songs. 

They were all sitting on the floor, singing, 
one evening during Matilda’s absence, when 
the baron walked in. Instead of objecting, as 
they feared, he picked up a violin and played 
for the first time since his wife’s death. Time 
and again he exclaimed in amazement: 

“Children; children, isn’t this wonderful?” 

Christmas, which had always been a dig- 
nified occasion in the baron’s household, be- 
came exciting and merry that year, and the 
baron enjoyed it. He had learned, surpris- 
ingly, that children could be fun. 

In the spring the baron’s fiancee, Princess 
Yvonne, came for a visit. Maria liked her, 
until the day she announced: 

“You know, of course, that the baron 
is in love with you.” 

Startled and uneasy, Maria packed her bag 
to leave immediately, but the princess, fright- 
ened by the possible reverberations, brought 
in a priest to persuade her it was God’s will 
that she remain. After that Maria avoided 
the baron whenever possible and he seemed 
hurt by her aloofness. 

Baroness Maltida broke a leg and Maria 
reluctantly agreed to take over the household. 
It was a terrific job for a girl brought up in 
a mountain cottage, but she handled it well. 

The baron, returning from a trip to the 
castle of Princess Yvonne’s parents, confined 
himself to his study and didn’t appear at all 
happy at the prospect of getting married. 
Maria was worried. She wanted the children 
to have a mother before she left. 

They asked her one morning if she didn’t 
like their father. Absent-mindedly she told 
them she did and: paid no attention when they 
disappeared in the study. That evening while 
she was arranging a vase of flowers, the 
baron proposed to her. 

“You know very well,” she said, “that I’m 
going back to the convent soon and one cannot 
enter a convent and marry at the same time.” 

To confirm her stand, she darted out of 
the house and bustled off on the hour’s walk 
to Nonnberg. The Mistress of Novices 
listened attentively to her story and said she 
would consult the Abbess. It was more than 
an hour before Maria was summoned again 
to the private parlor. 

“We prayed and held council and it be- 
came clear to us that it is the Will of God 
that you marry the baron and be a good 
mother to his children.” : 

With her head bowed, Maria left the abbey 
and started home. There was no way for her 
to Know ‘that she would spend 20 glorious 
years as the baron’s wife, would bear him 
three children, would flee with him, penniless, 


‘to America to escape Nazi persecution, would 


build the entire group into the Trapp Family 
Singers, one of the most popular attractions 
in U. S. concert history, and would write a 
book* to relate her unique experiences. 

On the weary hike back to the estate her 
heart was heavy with the knowledge that she 
couldn't carry out the pledge she had made 
on the mountain top. She opened the «oor of 
the big house as quietly as possible and 
slipped inside. The baron was waiting in the 
hall. She burst into tears. 

“Th-they s-s-said I have to m-m-marry 
you-u!” 

Wordlessly he opened his arms. She buried 
her face on his shoulder. 


“The Story of the Trapp Family Singers. bv Maria Avecusta Trapp 
4. B. Lippincott, publishers. 
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Why we chose this picture to say “Merry Christmas’ to you 


T WAS THE RED BARN that first caught 
| our eve. Nowhere else in the world 
do you find barns so red, so big, so full, 
as in this country of ours. 

We liked the house, neat and inde- 
. the windmill... 


pendent. . the deep, 


rutted snow. The scene seemed to 
breathe the very spirit of America. 
This Christmas, perhaps more than 
ever before, we can be thankful that we 
live in such a country. Its plains and val- 
leys are vast enough and fertile enough 
to feed us. And it is a land where indi 
vidual liberty 1s still precious, where men 
can hold up their heads and speak their 
minds and live at peace with one another. 
We, the 7,500 men and women of 
General Mills, and our 10,000 stock- 
holders, take pride in the part we are able 


to play in this American way of living. 


We and our families, over 70,000 
people, have homes 1n every one of the 
forty-eight states. We like our neighbors. 
We are proud of our schools, revere our 
churches. We are firm in our belief that 
the horizons of progress in our land are 
still farther ahead than our eyes can see. 
we have 
found new jobs for people, 400~“more 


With increasing activities, 


than a year ago. Our research men con- 
stantly discover new secrets in America’s 
wealth of crops and raw materials which 
result in better food. 

Helping to feed a nation is our pace 
in this American way of living. We buy 
grain from the farmer ( we’re his biggest 
and steadiest customer) and store it in 
elevators. We turn it into flour for your 
baker. We make it into food products 
such as Gold Medal Flour, Softasilk 
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Cake Flour, Bisquick, Wheaties and 
KIX, that you buy from your grocer, 
We convert it into feed that goes back 
to the farmer for his livestock. 

It’s a big job. We try to do it well. 
Every year we try to do it better. And 
because we can never hope to meet per- 
sonally even a small percentage of you 
who regular ly use our products, we take 
this way of saying “Merry Christmas 
and Happy New Year.” 

And this year, more than ever, as 
that greeting echoes throughout the 
world, in the hearts and 
minds of all of us the thankfulness that 
we can, in this bountiful land, live our 
lives the American way. 


General Mills 


MINNEAPOLIS, MINNESOTA 


there rings 


This advertisement first appeared December 23, 1939 


Posed by Professional Model. 
Photo by The American 
Weekly Studio 
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For Years Nancy Pun- Beg 
ished Herself to Prove | 
Was Baseless . ee 


By Doris Mulhern and QS, A\Ye 
David Camelon , _ : 


HE girl at the near-by table was the loveliest 
Frank Manning had ever seen. 

He could not turn his eyes from he 
from her soft chestnut hair, the luster of her 
green eyes—as he sat in a Boston coffee shop, 
listening to her gay laughter. 

The waiter seemed to know her-—-and Frank 
Manning, successful young Boston attorney, 
asked him who she was. 

“She's an instructor in the dancing school 
down the street,” the waiter told him. 

The next day Manning enrolled in the school, ic. x 
and got the girl as his instructor. He begged OSS — 
for a date. She hesitated. It was against the : 7 io aa “3 | 
rules for members of the staff to date pupils. 
But Manning insisted—and at last she agreed. 

He was—for the most part-——-the kindest, 
most thoughtful man 20-year-old Nancy Donovan 
had ever known; and it was not long before both 
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knew that they were in love. 
With the growth of their love came the only 
thing that might have made Nancy unhappy 
Frank was increasingly jealous—-violently, ra Y 
ingly so. He would insist that she account for 
every minute she spent away from him. 

“I never left my room all day,” she told him 
once. 

“Then,” he shouted, “you must have had 
visitors.”’ 

“No,” she answered. “But what if I diq?” 

“I won't have anyone visiting you,” he raged, 
“I don’t want you to see anyone. I don’t want 
anyone looking at you.” 

Yet after each angry storm he would be com 
trite, and humble. 

“It’s only because I love you so much,” he 
told her. -“After we're married, everything wil] 
be different.” 

Nancy believed him. They were married in 
the Cathedral of the Holy Name, in Boston's 
South End, in March of 1932, less than a year 
after they met. Their honeymoon was gloriously 
happy, on an island off the coast of Maine. 

“T’ll never be jealous again,” he said. “Now 
that you are my wife, I trust you. I'll always 
trust you.” 

He meant it—then. 

His jealousy returned, however, when they 
moved into an apartment on Boston’s Beacon 
Hill. One afternoon he came home early from 
work, to find her chatting with a couple who 
lived next door. 

“Get out of my house,” he shouted at the 
neighbors. Nancy protested as the couple left. 

“Darling,” she said, “what will they think?” 

“IT don’t care what they think,” he told her. 
“You are not to invite anyone into this apart- 
ment again. You are not to leave our home 
without me. I'll run the errands from now on.” 

The next day Frank was sorry. He bought 
her a fur coat to make amends. But his jealous 
rages, their quarrels and reconciliations con- 
tinued. He showered costly gifts on her—a new 
car she could not use; an expensive home; costly 
clothes that hung unworn in closets. 

“Frank,” she told him at last, “I love you— 
and I’d do anything to make you happy. Would 
you feel, better if I locked myself in my room, 
and never came out? Would that prove to you 
that I love you—that I’m true to you?” 

“Darling,” Frank replied, “don’t be absurd. 
I love you far too much for that.” 

But three days later he threatened to throw 
her out of their home. 

“You married me for my money,” he said. 
“You’ve always been unfaithful to me.” 

He pointed to a cigar butt in an ash tray. 

“Oh, that,’”’ she said. “The repairman .left 
that when he came to fix the radio.”’ 

Just the same, Frank’s jealous rage persisted. 
The next day Nancy shut herself up in her room 
when Frank left for his office. When he came 
home she was shackled to her bed. 

She smiled up at him. 

“Frank,” she said, “I’ve got to do something 
to prove that I love you-——and to make you happy. 
I bought these chains, and I will shackle myself 
to this bed every day, until you can prove to me 
that you trust me.” 

Frank protested, but he could not alter her 
determination. 

“You must hate me,” he said. 

“No,” Nancy replied. ‘I love you. I could 
be happy here, chained, until the end of time, 
if it would make you happy.” 

For five years, Nancy shut herself away 
from the world with her chains, seeing no one 
but Frank—-not even her parents. 

At last Frank appealed to Dr. Frederick J. 
Bailey, deputy health commissioner of Boston, to 
help him, and Nancy. Dr. Bailey recommended 
psychiatric treatment for Frank’s jealousies— 
and visited Nancy in her room. 

“T will never leave this room until I have 
positive proof that Frank can trust me,” she 
told him. 

A few days later she developed pneumonia. 
Dr. Bailey insisted that she go to a hospital. 
She refused. Dr. Bailey told her Frank would 
insist when he came home. 

But Frank did not come home. A heavy 
coating of sleet covered the streets, and Frank 
was killed in a crash as he was driving from 
his office. On Dr. Bailey’s orders, police car- 
ried Nancy to a hospital. 

Nancy refused to éat. “I love Frank—I want 
to be with him,” she moaned. 

One night she fled from the hospital. Police, 
going to her home, found the door to her room 
locked. They broke in. 

Nancy had stabbed herself to death. In her 
hand they found a note. 

“Dear Frank,” it read. “Looking down from 
Heaven, now you Know I’ve never been unfaith- 
ful to you. I am coming home to you. Your 
Nancy.” 
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“1 Will Remain Shackled Until the End of Time,” She Told Her 
Husband, “If It Will Convinée You That I Love You.” 
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realized when a specialist became 
aioe 


By Frances Spatz eC : > a = performed several 
HEN Lee Perri was 10 months old, in- « tions. By the time 
W fantile paralysis left his legs so bent 12 he was > aie to walk with the of a cane. 
and taut that he couldn’t learn to walk. He attended school, managed to catch 
He spent most of his first nine years inside the his age group and exhibited unusual 
mud walls of a hut in a little village near Naples, drawing. 
Italy, where his father was a shepherd. 


“Don't work with your hands,” his father 
Saverio Perri despaired of finding a doctor urged. ‘“‘Work with your head.” 


in Italy who could help his crippled son, but by Lee continued to draw in secret and, when 
almost unbelievable thrift he managed to save he was 12, won a scholarship at the pry ey 
enough to pay the passage to America for his Museum School of Industrial Art at 

wife, his boy and himself. While they were wait- phia. He earned his way through school by 
ing fer the boat to leave, the family stayed in working as an artist on a newspaper. After 
Naples at the home of acquaintances, the Fer- graduating with honors, he was employed by 


raiulos. a Philadelphia advertising agency. 
Everything seemed wonderful to Lee, but The future looked bright. He liked his job 


the most exciting experience of all was to have He also taught art at a night school. His father 


a playmate. Sylvia Ferraiulo, who was five, had admitted that “maybe making pictures takes 
spent hours every day beside his chair, sharing a little brains.”” With the help of his cane, he 
her secrets and teaching him games he could got around almost as nimbly as anybody else. 
enjoy without having to move. He called her When a young art student fell in love with him 
Nina, the little one, and watched her adoringly and accepted his proposal, he thought his happi- 
- as she flitted about the room with a grace he ness was complete. 
could only envy. As the months went on, however, he found 
When the time came for them to part she : 
was disconsolate. From his father’s arms, Lee 


bent down and patted her head. ad Ps YX "When I Grow Up I'll Come Back and 
“Don't cry, Nina. he said stoutly. ‘When we Cc | B Said 

I grow up and can walk like other people, I will ' Marry You, the ripp ed oy 

come back and marry you.” 


to His Childhood Sweetheart. Did 
He? Strange Things Happen 


Hlis mother turned away to hide her tears. 
The Perris settled in Farrell, Pa., where 
Saverio found work in a steel mill. His fondest 


himself strangely unwilling to marry. There was 
always in the back of his mind the haunting 
memory of a wisp of a girl with curly black 
hair and big brown eyes who had cried when he 
. ae oS es Said good-by. Without being fully aware of the 
ian reap ee aa hoe reason, he broke the engagement. 

‘% oo a In 1946, after the Italian Consulate had been 

, reinstated in Philadelphia, he asked 

the staff to try to locate the Fer- 

raiulo family. It seemed like an 
impossible task, but a few weeks 
later the consulate reported that 
the Farraiulos had moved several 
years before to an address in Mar- 
seilles. 

“Dear Miss Sylvia,” he wrote, 

hardly hoping for a reply, “you have 
probably forgotten the crippled boy 
who visited you so long ago. I am crip- 

pled no longer and think often of the lit- 
tle girl who was so kind to me. Please 
write and let me know what you are do- 
ing.” 
Py Addressing her letter “Gentle Sir,” 
— ate Be. Sylvia replied that she hadn't forgotten. 

: oo a She had become a singer, she said, and 
was to give a concert in a few days in 

which she would sing arias from the fa- 
mous operas, ‘La Boheme” and “Madame 

Butterfly.” 

She enclosed a photograph. 

That did it. Lee answered immedi- 
ately, telling her she was “too beautiful’ 

and assuring her that the one thing miss- 
ing from his life was “someone like you 

to be a companion, to complete the beauty 

of living, to comfort me through difficult mo- 

ments and share my little successes.” He asked 
her to be his wife. 

“Your letter has opened my heart,” she re- 
plied. ““There is no doubt in my mind that you 
are the man I have been waiting for. I love you 
more for what you have suffered.” Shyly she 
- le added: “Perhaps you had better write my 
i | ; Sie ee father.” 

— : It took three more letters to convince her 
father, but he finally wrote: 
“My .only happiness is in the happiness of 
oe be BE Bs my daughter. If she wants to go to you, 80 
| aia 4 be it.” 

‘. es As things turned out, it wasn’t quite as sim- 
ple as that. Month after month Sylvia waited 
for her visa to arrive from Washington, but it 
didn’t come. Lee quit his job in Philadelphia 
| 4 es a # and took another in Washington so he could be 
ae [A oe OU a near the State Department. Many more months 
fo oa ' nT ne ec da passed before his intercessions had effect. 
os , 4 aaa. -— ¢ i | Finally, the other day; every- 

at i Gee thing was arranged. Lee, now 
the art director of a large ad- 
vertising agency, bought a wed- 
ding gown and a ring, flew to 
France, was married and returned 
in 11 days with the girl he had 
not seen for 20 years. Supremely 
. happy, he took his bride to 
| | a é i Mme } jy, i | visit his parents in Farrell. 
bc ee / {igi  — (4y a ae Half the town turned out for a 
a . . &F , AG”: fle tt | <i Lie wedding reception. 
iy. Pi: Ot NE , ae ® ie “This can’t be true,” his mother said. “It’s 

E only a fairy tale.” 

But it wasn’t, as Lee assured everybody by 
composing a verse: 


Illustrated by DOROTHEA FOX 
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In Later Years, He Was Haunted by Tee ee ee 
the Memory of the Little Girl Who “T sense with joy the days ahead, ; 
Had Befriended Him. “My heart shall reap what it has sown.” 


December 25, 1919 > 


Running Into Her Dress- 
ing Room, Fanny Excited- 
ly Told Her Sister, “Now 
| Love Completely. The 
Others — Call Them 
Infatuations.” 


Illustrated by 
WILLIAM RANDALL 
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By Gene Coughlin 


T WAS early in the day for a serenade, even 
in the romantic New Orleans of May 11, 1841. 
The merchants were just returning to their 

shops after the leisurely midday meal when a 
trumpet tootled tentatively and a drum rattled 
and rolled at the entrance to the St. Charles 
Hotel. 

Within a few minutes, scores of men had 
gathered, some to sing, some to cheer and 
others merely to wait fer action. They didn't 
have long to wait. A half-dozen determined 
males appeared suddenly on the fringe of the 
crowd and made gestures for silence. 

“The noise must stop!” one called out above 
the din. “This is not the hour, nor the place!” 

“It will continue,’’ the drummer said, and 
fists and canes began swinging as the anti-sere- 
naders were driven away, only to return shortly 
with hard- fisted reinforcements. The fight 
spread; somebody sent for the fire department, 
and heavy streams of water bounced and jostled 
the participants indiscriminately. When the 
miniature war was at its height, a window on 
an upper floor of the hotel opened and Fanny 
Elssler looked down on the scene, 

“Wonderful!”” she gasped. “And is this all 
for me?” 

“All for you, Mademoiselle,” the mayor 
bowed. 

‘Better than Baltimore,” the beautiful young 
woman sighed. “There they stole my horses 
and broke up my carriage for souvenirs. And 
in Washington, your President —” 

In Washington, President Van Buren and 
his cabinet had received her with honors usually 
reserved for an ambassador. In Boston there 
had been an enthusiastic if unsuccessful cam- 
paign to have a pair of her ballet slippers en- 
closed in the cornerstone of the Bunker Hill 
monument. 

Dance critics termed the tall visitor from 
Austria and Germany the greatest exponent of 
her art ever to visit the United States, but com- 
paratively few of those who gave her a tumultu- 
ous reception during her tour got to see her 
perform behind the footlights. They acclaimed 
her because she was at one and the same time 
one of the most romantic figures, one of the 
greatest artists and one of the best business 
women to visit a country which, in the 1840s, 
had its own ideas of what constituted a glamour 
girl. 

She was probably the only European of that 
era who could have taken $90,000 cash out of 
the country, and leave no hard feelings behind. 

Fanny Elssler was a story book character 
practically from the time of her birth in Vienna. 
She herself claimed she was born in 1818, al- 
though some contemporaries insisted the date 
was 1810. Her father was a valet who spent 
part of his time copying music for Franz Haydn. 
Her mother.did fancy needlework and laundry 
to help feedsand clothe the family, which in- 
cluded five children in addition to Franziska, 
which was Fanny’s proper name. 


TJ HE precocious Fanny decided on her career 
before she was able to read and write, when, 
on one of her neighborhood explorations, she 
met a young lady who danced in the Imperial 
Opera. 

Fanny and her sister Theresa began to mimic 
the steps practiced by the young lady and per- 
formed so well that their mother and father 
agreed they should study under a _ teacher. 
After a few lessons, Fanny’s genius was recog- 
nized at the Imperial Academy of Vienna. and 
she was placed in the Corps Coryphean, “skip- 
ping’ the Corps de Ballet. 

She made her debut dancing the leading role 
of the ballet, “La Fee,” at the almost incredible 
age of seven! 

When she was nine, Fanny had her first 
major disagreement with a manager —- and won 
the decision. The celebration of her 14th birth- 
day was still fresh in her mind when she was 
invited to Naples to dance before the Royal 
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Many Suitors Offered Her Marriage, but the Queen 
of the Ballet Remained Wedded Only to Her Art, 
Which Brought Her the Acclaim of Two Continents 


Court, returning to Vienna from that triumph 
to become the premiere danseuse of the Im- 
perial Opera. 

Between rehearsals she calmly informed sis- 
ter Theresa: 

“I believe I am in love.” 

Theresa, resigned to the role of confidante 
and balance wheel, promised to keep the secret 
but it wasn’t long before most of Vienna and 
all of Paris knew of the romance between the 
teen-age dancer and the young Duc de Reich- 
stadt, also- known as the King of Rome. His 
father was Napoleon Bonaparte, his mother, 
Maria Louisa of Austria. 

Young de Reichstadt proposed marriage, well 
aware that such a step would cut him off from 
his mother’s family, his title and his income, 
but it was the girl who ruled against the elope- 
ment. Marriage, Fanny Elssler decided, would 
not cut her off from her family but it might 
jeopardize her career. 

Just how she terminated the engagement 
was not revealed but she suddenly retired from 
Vienna and went to Berlin. 

The King of Prussia gave her a warm recep- 
tion and the use of a royal carriage. Then, 
after seeing her dance, he offered Fanny a life 


She Loves 


Fanny 


pension of $3,000 a year, provided she would 
pay seasonal visits to Berlin. The offer was 
refused, and Fanny Elssler, at 19, fell in love 
with the Chevalier Frederick von Gentz, 65. 

Again there was talk of marriage and again 
it was the young dancer who ended the attach- 
ment and announced that her one enduring love 
was the ballet. 

“T cannot think of other things until I reach 
my goal,” she declared. 

“And what is this goal?” a friend inquired. 

“Perfection in the dance,’ Fanny said. “I 
must be supreme,” 

One vibrant obstacle stood in the way of 
acknowledged supremacy -—— Marie Taglioni, 
Fanny's childhood idol, and Fanny eliminated 
her.in a sensational ballet built around Shake- 
speare’s “The Tempest.” ~ 

Taglioni sat in the audience, condescending 
at first, then marveling and, finally, weeping as 
La Elssler enthroned herself as queen of the 
dance. Taglioni’s sun began to set and Fanny 
fell in love once more. 

“It is, actually, the first time,” she told 
Therese. “The others—call them infatuations. 
Now I love completely.” 

Hans Stuhlmuller had no title and no well- 
filled purse to offer the reigning celebrity of 
Furope. He had youth and good looks and he 
could dance—and that last quality was his 
greatest asset in the wooing of the un- 
conventional Fanny. 

They went to London together, they 
were seen together constantly and, at one 
time, the date for the marriage was set. 
But there was no wedding. 

This time, Fanny Elssler did not cite 
her art as a reason for avoiding matri- 
mony. She had reached the peak of her 
profession; she had a comfortable fortune 
and could afford to retire for a while 
without losing her prestige. Stuhlmuller 
made it plain that he favored marriage, 
but he didn’t force the issue. A baby was 
born, entrusted to relatives, and Fanny 

. began touring the European capitals again 
—alone. 

The dancer, who never offered any 
defense of her conduct, declined to offer 
any reason for her refusal to marry. Nor 
did the breaking up of the romance affect 
her spirits. 

“I am reborn!” she announced sud- 


- 


denly, after a trying rehearsal, “I am looking 
for new worlds to conquer.” 


AMERICA was, naturally, the new world, and 

Fanny Elssler arrived in New York on May 
3, 1840, to find the country already conquered by 
her advance notices. James Gordon Bennett, 
editor of the New York Herald, warned New 
Yorkers and Americans at large that they were 
on probation. 

“We cannot pretend to be civilized if we let 
Fanny Elssler return to Europe unpraised and 
unsung,” he warned. “She has been endorsed 
as incomparable and we will be laughed at and 
derided; pronounced a tasteless, mindless, soul- 


Jess set of republican humbugs if we do not 


agree,” 

She made her first appearance at the Park 
Theatre. 

“In person,” a contemporary critic wrote, 
“she was tall, of exquisite womanly proportions, 
and her German cast of features was set off by 
a complexion of delicate whiteness, contrasting 
charmingly with the rich glossiness of her 
classically-braided chestnut hair. Fascinating 
beyond description was Fanny Elssler.” 

At the conclusion of her spectacular number, 

La Tarentule (The Tarantula), the ova- 
tion Nasted until everyone, including 
Fanny, was in tears. ad 

“She has eclipsed, with the perfection 
of grace and the airiness of gossamer in 
every step, every dancer ever known,on 
the American stage,”’ one reviewer wrote. 


Besides delighting her audiences for 
several successive nights, she brought joy 
and solvency to the owner of the Park 
Theatre, which had been on the verge of 
bankruptcy before her appearance, 

When she first stipulated her terms; 
the management was appalled. Five hun- 
dred dollars cash for every performance! 
And payable in advance! 

Fanny pointed out that her price would 
increase in ratio to the increase in gate 
receipts, 

“It is unheard of!" the owner declared. 

“Poof!” Fanny said. “I see I must 
force you to make money.” 

After two weeks, the management had 
cleared $15,000 and the theatre was out 
of debt. Fanny herself pocketed $10,000 in 
gold, and continued her triumphal tour, after 
being acclaimed by a new champion, Mayor Philip 
Hone, of New York City. 

In Boston, she offered to give a benefit per- 


formance to help complete the Bunker Hill 


monument, and a schism developed. The offer 
was refused finally and Fanny then presented 
a pair of her ballet slippers to be auctioned off, 
but the slippers disappeared, one report having 
it that they were sealed into the cornerstone 
of the monument. 

Baltimore youths unhitched the horses har- 
nessed to her carriage, drew her through the 
streets, carried her into the hotel on their shoul- 
ders while the carriage was broken into sou- 
venirs, 


ELLS tolled and cannon boomed in Richmond, 
At Cincinnati, where one member of the ad- 
vance committee said, ““We’re not sure whether 
she sings or dances but we’re going to do her up 
proud,” she had to be spirited away from a 
boisterous crowd that meant well but didn’t 
know its own enthusiasm. 

In Havana, white pigeons bearing messages 
of applause and endearment greeted her, 

Bennett wrote of her: 

“Fanny's triumphant progress throughout 
the United States far surpasses the progresses 
of Queen Elizabeth of England, Joan of Arc in 
France, Hudibras in the Commonwealth, Don 
Quixote in Spain...” 

Fanny kept smiling and dancing for two 
years on this side of the Atlantic and then, the 
New World conquered, and happy, she took 
$90,000 of American gold and went back to 
Vienna. : 

She announced her retirement suddenly on 
her 41st birthday, and bought a home with 
great lawns and sanctuaries for birds. 

“They will dance now, and I will watch and 
applaud,” she said. The watching and applause 
ended with her death in 1884. She left un- 
answered two questions: the real reason she 
never married, and her exact age, but a world 
that had been thrilled by the poetry of motion 
that was Fanny Elssler said neither question 
really mattered. 


Other stories of Romantic Rebels will ap- 
pear in The American Weekly from time to time. 
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By Ruth Putnam Mason 
Author of “Woman Walks Alone” 


WAS the kind of a woman who makes proper 
women shudder. They would look at me 
with pity, and sometimes scorn. I was a 
“hopeless” alcoholic. I had been on so many 
benders that people used to point to me and 
whisper: “There goes Ruth-—-the drunkard.” 

Liquor pulled me from the heights of suc- 
cess into the gutter. It wrecked my career, 
transformed me into a thief, sent me to prison 
and finally landed me in a mental institution. 

But I am no lenger afraid, nor ashamed. For 
I have been cured of my mental iliness and my 
craving for alcohol. 

It's all due to a revolutionary new technique 
for treating psychiatric patients, developed at 
the Boston State Hospital for the Men- 
tally Il] in Mattapan, Mass. 

There psychiatrists characterized me 
as a violently disturbed patient. Many 
known treatments, including’ electric 
shock, were tried without success. 

I was among one of the first patients 
to be used as human guinea pigs in de- 
termining whether injections of certain 
drugs could cure my type of mental ill- 
ness. I was given daily shots of Cortisone 
(Compound E) and ACTH (Adreno-- F- 
Cortico-Tropic hormone). pat 

Cortisone is an adrenal cortex gland @ 
hormone, at present prepared from an ox 
bile acid. ACTH, a hormone that activates 
the cortex gland, comes from the pituitary 
glands of hogs. These hormones became 
first widely known in medicine as specific 
treatments for arthritis. 

I am a New Englander by birth and 
grew up in the quiet, conservative New 
England states. My parents had high 
hopes for me. They sent me to Columbia 
University, after which I went through 
the American Academy of Dramatic Arts, 

I wrote a novel, “Woman Walks 
Alone,”’ which sold more than 1,000,000 
copies. It was made into a movie, “I 
Walk Alone,” from which I got a small 
fortune. 

Meanwhile, my star was rising in the 
theatrical field. I founded the highly 
successful Richard Mansfield Players of 
New London and New Haven, Conn. 

One day I got the idea of presenting 
amateurs on the radio, hoping it might 
provide a new field for young aspiring 
talent. I went to New York, spoke with 
Major Edward Bowes, begged him to mull 
over the possibilities. He did. A week 
later we were in business, Major Bowes 
and Ruth Putnam Mason. Everyone 
knows how successful the Major Bowes 
Amateur Hour became. Few realize that 
Ruth Putnam Mason was rapidly becom- 
ing wealthy. I had earned more than 
$200,000. 

But even the few who did know never guessed 
how miserable Ruth Putnam Mason was. Love 
and marriage came swiftly in succession, and 

‘ disappeared just as swiftly. 

Liquor was a wonderful companion at the 
time. It helped me to forget my worries. 

I wasn't a bit afraid of getting drunk. I was 
certain that I could always stop drinking if I 
wanted to. After all, 1 had been a controlled 
drinker since I was 20, so why at 32 should I 
worry about becoming an alcoholic? 

But liquor is an insidious thing. 
my closest companion. 
morning, noon and night. Ambition faded, rela- 
tives and friends disappeared. My personal 
appearance was shocking. 

Money dtsappears fast when you're an alco- 


It became 
I walked with liquor 


holic. One day I found myself dead broke, 
cleaned out. Not even 50 cents was left for a 
drink. But I had to have liquor. 


I passed a rubber check in a department 
store. Two days later the police were at my 
rooming house. That was my first in a long 
series of hitches in jail. 

One day in Boston I was browsing through 
a bookstore and heard two women praising my 
book. They said something about the author 
being a great novelist. Hearing that made me 
terribly depressed, 

I went out, passed another bad check, got 
drunk and wound up before Judge John P. Hig- 
gins of the Massachusetts Superior Court. 

“This woman’s series of arrests and case 
history indicate to me that she is a psychiatric 
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Daily Injections of the New 
Drug Freed a Well-Known 
Writer From the Mental De- 
pression That Made Her an 
Alcoholic and a Criminal 
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case,” Judge Higgins said. 
her to a mental institution for observation.” 

On my third day in the institution a psychi- 
atrist told me he was going to try to treat me 


“I am committing 


with the drugs ACTH and Cortisone. ‘Many 
patients,”’ he said, ““who have been in the instj- 
tution for as long as 30 years have been restored 
to normal mental health, following repeated 
injections of these drugs.” 

I asked no questions. It made no difference 
whether they cured or killed me. Each day 
they gave me an injection. 

Within two weeks I began to feel much hap- 
pier. Clouds seemed to be cleared from my 
mind. Otherwise I felt no reaction. It isn’t 
like getting electric shock treatments in which 
you black out. Taking Cortisone and ACTH js 
like getting a penicillin shot. It goes to work, 
but you don’t feel what is happening. 

All I know is that my mental depression 
disappeared within a month. I was told by mv 
psychiatrist at the hospital to remain away 
from my first drink after being discharged. He 
warned me that I would never be cured of alco- 
holism, because that is impossible. But my 
mental outlook improved so much that I had the 
reasoning to stay away from liquor. I was clear- 
thinking enough to know it is poison to me. 

I was convinced that I had been cured of 
my mental illness. I was sure I could make the 
grade again, because I felt stronger than when 
I first found success. 

I could thank God for the new drugs, Corti- 
sone and ACTH, which—-when they become 
plentiful—-may so much help psychotics. 

It may be that my own experience, or the 
experience of a few other psychotics benefited 
by the drugs, is insufficient to convince the doc- 
tors, yet I hope that the treatment will bear out 
its promise. 
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By Dan Parker 


HERE was something strange going on in 
the house on 238th St. 

“It’s those numbers in the attic window,” 
someone telephoned the Nassau County (Long 
Island) district attorney's office, “Evervbody in 
Bellerose is talking about them. We -think you 
ought to investigate.” 

Bellerose is a small community on the New 
York City-Nassau line and the man on the phone 
Said someone in the window was signaling with 
the numbers every afternoon, except Sunday. 

“They're large numbers, about two feet tall,”’ 
he reported. ‘“Sometimés they're black on a 
white card and sometimes white on black. Occa- 
sionally, a card with a marked corner or a 
checkered one is put up. They appear about 
every half hour.’’. 

It didn’t take the Nassau authorities long to 
move against the signal men. They recognized 
at once that the two-story house faced New 
York’s Belmont race track-——in fact, was only a 
half mile away and had a clear, unobstructed 
view of the stands. | 

The matter was referred to the district 
attorney's vice squad and these officers, wise in 
the ways of bookmakers, came up with a quick 
answer: Lay-off money. 


The Big Books Have 
Some Curious Ways 
of Getting Out From 
Under When They 
Overextend 
Themselves 


The men in the window, they were sure, were 
signaling confederates inside the track to bet 
large sums through the pari-mutuel machines on 
so-called hot horses——horses on. which the big 
bookmakers had accepted too many bets from 
their customers. 

They were right. Between races one sunny 
afternoon last fall they raided the attic room, 
where they found three men and considerable 
signaling paraphernalia. 

Since there are no publie telephones at race 
tracks, the signalers were flashing instructions 
to a confederate who had powerful field glasses 
in the park. They, in turn, got their orders by 
telephone from a big New Jersey bookmaking 
organization just before post time of each race. 

The mystery of the cards was explained after 
the raid. The black number on a white card was 
the program number of the horse, while the 
white number on the black was the amount, to 
bet on the horse—each digit representing $100. 

A small red symbol on one corner meant a 
place bet; a black one, show. A red and white 
checkered card meant, “Get to a phone outside 
the track for special instructions.” 
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The Lay-Off Relay System Was in Full Operation When the 
District Attorney's Squad Burst In on the Two Men Signaling 


the Track With Large Marked Cards. 


The signalers maintained their operations 
were strictly legal, as the money was being bet 
lawfully through the machines. But the Nassau 
police held that the telephone in. the attic was 
being used to relay illegal, off-the-course bets. 

Another method of laying off hot money 
operates in reverse——bookies’ representatives in- 
side the track signaling colleagues outside to lay 
off bets that have been taken on the course. 

Many bookies at the track accept large bets 
on condition the money will not be re-bet at the 
mutuel windows, where it would shave down 
the official odds. 

In these cases, the lay-off money is bet with 
other bookmaking establishments through the 
inside-to-outside relay. 

Not so long ago, New York City police raided 
a hot horse wire room on Broad Street and 
arrested six men on charges of violating the 
gambling laws. 

Inspector John Flynn said they represented 
on-the-track bookmakers, who illegally accepted 
bets from professional gamblers and then relayed 
them by signaling devices and by telephone to 
the Broad St. address. 

From there, the bets were laid off with other 
bookies, who may themselves have relayed it 
back to the track machines after all. . 

One afternoon last fall, Jerry O’Grady, in 
charge of the track police at Belmont, saw a man 


Illustrated by J. GRAHAM KAYE 
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signaling with a folded newspaper iff the rear of 
the grandstand. The man wagged his paper 
every time the horses turned into the stretch. 

He did this for a few races and O’Grady 
finally noticed there were 12 panes of glass in 
that section of the stand. 

At the time, the wig-wagger was standing in 
the fourth window. O'Grady, checking, saw that 
No. 4 horse on the program was leading the pack 
in the stretch. 

He ordered the track movie photographer to 
take pictures of the man’s antics in case he later 
brought suit for being ejected from the track. 

The movies were made, unknown to him, 
during the running of the remaining races on 
the day’s card. 

On the following afternoon, the man was 
back at the same spot, waving his paper from 
window to window as he had on the day before. 
Ordered off the track premises by the police, he 
resisted and had to be forcibly ejected. 

It was the last time he was seen around there. 

Authorities later learned he was a bookie’s 
agent and that his operation was simple. It 
consisted of semaphoring the number of the first 
horse around the stretch turn—and the one most 
likely to win—to another agent at an open 
telephone. 

The purpose of this was to enable the 
book he worked for to make large, last-min- 
ute bets on the almost certain winner with 
a rival bookmaker. 
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ANSWERS to QUESTIONS 
ABOUT THE 
NEW MIRACLE DRUG 


ANAHIST 


TRADE MARK 


> 
Q. Should anamist be given to chil. 
dren 7 


A. Yes. Simply follow directions 
in package. ANAuIST also helps 
prevent passing your colds on to 
children. 


Q. Are all antihistamines equally 
effective 7 


A. No. Because they differ as 
chemical: compounds, they vary 
greatly in performance and effec- 
tiveness. ANAHIST is the CLINICALLY. 
PROVED EFFECTIVE antihistamine 
which you can buy with confi- 
dence for family use. 


Q. If acold has already run 3 or 4 
days, will anauist furnish relief 7 
A. In your own interest, we em- 
phasize that ANAHisT loses its full 
effectiveness unless taken upon 
ex posure or during the first stages 
of a cold. If symptoms persist, see 
your doctor. 


Here's the. 
IHACLE DRUG for COLDS 


e 8 
| fidence for family use to combat 
iT} colds. 
| As the Reader’s Digest article 


reports, this new miracle drug is 


Facts about 
Antihistamines 


All antihistamines are not alike. 
They vary greatly in performnance 
and effectiveness. ANAHIST Is a 
unique and distinctive antihista- 


: based upon revolutionary clinical 
findings: The common cold usu- 


9 ally begins as an allergic response 
which causes an outpouring of 
histamine into the cells of your 
nose and throat. 


But ANAHIST successfully com- 
hats the destructive histamine’ 
With ANAHIST, the great majority 


D EKCEM BE R 1949 of people can now avyo'd bad colds 


all vear ‘round... and avoid pass- 


ing them on to others! 


REMEMBER: ANAHIST’S 25 
mg. antihistamine tablets 


is the only drug proved provide the CLINICALLY- 
ae aia : Rae oo PROVED EFFECTIVE dosage for 
ANA a | ST CLINIC A LLY Kk FEC TTI | E colds, now available without 


a prescription. 


TRADE MARK —_____ for Colds in the rigidly Prompt relief for hay fever. too. 

, You can buy: ANAHIST at your 

controlled test described in the Reader’s Digest article. eet On lerep ree 
;- ottle of 40 tablets...also 15 tab- 

lets. ANAHIST— new miracle drug 


CAN STOP COLD SYMPTOMS discovery — is the exclusive prop 
IN A SINGLE DAY! erty of ANAHIST CO.. INC... Yonkers 
a New York. 
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. seems to act like a protective 5. ANAHIST’S co/d-control also helps 
wali, blocking the histamine. Thus. prevent secondary complications: 
ANAHIST can stop cold symptoms in coughing. fever. aches, pains oT 
: a single day.. serious ils resulting from colds. 


1. To say Goodbye to the Com- = 2. ... give ANANIST instantly! Con. 3... . Diagram shows how hista- 4, .. 
mon Cold—buy ananist now! U pon tinue ANAHIST treatment, one tablet mine attacks the cells in nose and 
exposure or in the first 24 hours of after meals and at bedtime — 72 throat, producing cold sy mptoms. 
a cold in adult or child... hours for maximum effectiveness... But ANAHIST, taken prompt) ies 
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“Here, Take This," 
She Said, Handing 
Him a $1,000 Bill, "I 
Hope It Starts You 
on the Road to 
Happiness.” 


By Irving Johnson 


RS. SIMPSON reached the window before 
M she noticed the new teller. Then she 

was sure she had seen him before. The 
idea plagued her for a moment, but now the 
young man was smiling and calling her by name. 
At almost the same time it came to her. 

“Why Stanley Robbins!"" she exclaimed. 
“How nice to see you again!” 

He was delighted to see her, too, and they 
talked eagerly while he stamped her deposit 
slip and bankbook. 

Stanley used to live near the Malden, Mass., 
home of rich Dr. Alfred B. Simpson and his wife 
and had often run errands for them. But that 
was years ago. Since then, he had moved away 
and grown up and they had lost track of him. 

Now, at 26, he had just taken this position 
at the Malden Trust Company. . 

This unexpected meeting took place early in 
1936 and afterwards Mrs. Simpson, then 59, often 
came to the bank to see him. It didn’t take her 
long to realize he was unhappy and depressed— 
because he wasn’t rich. 

Money, money, money. It was all around 
him in his teller’s cage feeding his unhappiness. 

He was especially impressed by the Simpsons 
wealth. “It must be wonderful,” he told her, 
“to be so wealthy. Imagine, you can withdraw 
thousands of dollars at one time and think 
nothing of it.” 
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“Stanley,” she reminded him, “you can’t buy 
happiness. Peace of mind costs nothing. I 
would trade my last dollar for happiness.”’ 

“You’re wrong, Mrs. Simpson. Without 
money you can’t be happy.” 

“That’s because you never had a great deal 
of money, Stanley. Someday you're going to be 
wealthy. Then you'll know how right I am.” 

She shook her head slowly. “You do love 
money,” she continued. “Dr. Simpson and I 
appreciate what you’ve done for us. Here, take 
this as a little bonus. I hope it starts you on 
the road to happiness.” She handed him $1,000. 

There were other gifts of money later. 
“Stanley is a firm believer that you can buy 
happiness,” Mrs. Simpson toid friends. “That's 
the only reason I give him money. He loves it. 
I hate it.” 

Once, at the Simpson home, Stanley ex- 
pounded on his dream of great wealth. 

“You must be the happiest people in the 
world,” he told the dentist and his wife. “Every- 
thing you touch turns into money. You made 
wise investments and today you are among the 
richest people in town.” 

“How wrong you are,” rejoined Dr. Simpson. 
“Mrs. Simpson and I always wanted children. 
But money couldn’t buy us any of our own. 
Right now I am in bad health. Ali the money I 
have cannot ward off death. 

“We would gladly trade every penny we have 
for your health, your youth and your chance to 
find happiness, which you do not appreciate.” 

The years passed and the Simpsons con- 
tinued to give money to the young bank clerk, 


it Was Only When He 
Was a Rich Man That 
Stanley Robbins at 
Last Discovered You 
Can't Buy Happiness 
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“Happiness is such a priceless thing, Stanley, 


. that we want you to have it,”’ explained Mrs. 


Simpson. “But I hope money won't make you 
unhappy, as it has us. 

“We spent our lives amassing a fortune. We 
took no time out to enjoy it. Now it’s too late. 
Both of us are old and sick. We haven't far to 
go. Instead of being happy together as we were 
when we were young, our money has become our 
Frankenstein.” 

Later, Stanley and his family moved to 
Maine. The Simpsons missed him, but sent him 
money regularly. 

Dr. Simpson’s health failed. Mrs. Simpson 
spent a fortune on doctors. “He ruined his 
health making money,” she said, “but all his 
fortune was no help to him when he needed it.” 

He died in 1941. After that Stanley rarely 
saw the elderly widow. Meanwhile, he wasn't 
getting ahead. He was still a bank teller in 
Lewiston, Me. Marriage for him was out of the 
question, urtil he had achieved his goal. 

Stanley drove ‘to Malden with his parents 
to visit Mrs. Simpson. She said her life had 
been dreary since the death of her husband and 
asked him: ‘‘Has the money I gave you brought 
you happiness ?” 

He admitted it hadn't. “Subconsciously, I 
knew I didn’t earn it,”’ he said. “Please don’t 
send me any more. All I’ve done is put it in the 
bank anyway. I’ve been so busy planning to be 
rich I haven’t had time to enjoy it.” 

Then, last September, Mrs. Simpson died, 
leaving Stanley $138,000 and eventual owner- 
ship of a $100,000 California orange grove. 

“It’s really cruel to leave Stanley all that 
money,” she said before her death, “but I want 
to prove to him that he was the one that was 
really happy——-not the wealthy Simpsons.” 

Mrs. Simpson was right. Stanley said so 
himself after coming into his inheritance, 

“For the first time,” he said, “I no longer 
had any peace of mind. I worried about being 
gypped of my fortune by all the schemers who 
came around. Huge sums went out in taxes and 
to lawyers. Insurance men lived on my door- 
step. Relatives and friends I hadn’t seen in 
years pestered me for loans. 

“Everyone with something to sell was after 
me. One man’s scheme would have landed me 
in jail; another’s would have wiped me out, 
Instead of making me happy, money made me 
miserable. 

“I was a nervous wreck. I hid from people 
like a criminal. I yearned for the days when I 
was a poor bank clerk. Money is an insidious 
thing. When you don’t Rave it, you want it. 
When you've got it, you worry about losing it. 

“Yes, Mrs. Simpson was right.” 
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By Mrs. Fremont Older 


IBURCIO VASQUEZ, the last of a breed of 
native California outlaws who gaily spurned 
the mandates of the conquering Americans, 

didn’t meet his one true love until the sun was 
setting on his vainglorious career. 

Guests from miles around were dancing the 
fandango in the big main dining hall at the New 
Idria quicksilver mine, in the hills near Hol- 
lister, when Vasquez strode into the room. 
His long, crimson-lined cape was flung back 
over one shoulder and his wide-brimmed som- 
brero topped a gaunt face with a close-trimmed 
black moustache and deep-set gray eyes. 

“Buenas noches, amigos!’’ Good evening, my 
friends! 

The dancers halted. In the dim candlelight 
it was hard to recognize a newcomer, but some- 
one shouted “Tiburcio!’’ and then they were 
around him in a swarm. Like most native Cali- 
fornians, they looked on him as a hero who was 
still fighting the fight they had long since lost. 

Pushing off cakes, wine and tortillas, he an- 
swered a few questions about his recent flight 
to Mexico and his return. 

“Por Dios I need food,” he said, “but there 
is no time. A posse is hot on my trail. And 
besides, how could I eat when my faithful Cleo- 
doveo is waiting outside, as hungry as I am? 
No, I must go.” 

As he turned to leave, waving farewell with 
the careless magnificence that endeared him to 
his people, he saw Rosario. Her yellow silk dress 
gleamed in the soft light, her wide brown eyes 
twinkled and her lips were as carmine as the 
flowers that were tucked in her thick black curls. 
Vasquez paused. 

“IT do not think I have had the honor of 
meeting you, senorita,” he said. 

“Senora,” she corrected. “I am Rosario, the 
wife of Abdon Leiva.” 

The outlaw shrugged his shoulders and 
smiled. “It makes little difference: Vasquez 
belongs to all women, and all women belong 
to him. Particularly you, my little red rose.”’ 

He called for music, and when it started he 
swung her in his arms. The dancers whirled 
through the intricate steps, glorying in their 
supple grace, but the most graceful by far were 
Tiburcio and Rosario. 

“T couldn’t stay for food for my stomach,” 
he whispered, ‘but when I saw you I couldn’t 
go without food for my soul. When will we 
meet again?” 

“Never, I am afraid,” she said. ‘You forget 
I am a married woman, the mother of two chil- 
dren. It is better that we see no more of each 
other.” 

‘We will discuss that the next time,” Vas- 
quez said. ‘I must——”’ 


FIST crashed through the window and the 
scarred face of tee colin Chavez, Tiburcio’s 
faithful lieutenant, was framed in the empty 
casement. 
“Come quick,” he shouted. “They are upon 
At almost the same instant the door swung 
open. A tall, leather-skinned sheriff, with a sil- 
ver star pinned to his chest and two pistols 
leveled at his hips, drawled: 

“Don’t anybody move, if you know what’s 
good for you.”’ 

Vasquez flicked his left leg and the table 
that held the candelabra overturned. In the sud- 
den darkness he pressed Rosario close to him 
and she whispered in his ear. 

“To the Casa Leiva at Chualar. Near the 
Mission Soledad. God be with you!” 

He went through the window as the guns 
started to cut crimson holes in the night. 

It was three days before Vasquez and Chavez 
reached Chualar. The mine had been surrounded 
by deputies and both fugitives had been shot 
while breaking through the cordon. Chavez was 
not seriously hurt, but the bandit leader had been 
wounded in the chest and was more dead than 
alive when Rosario opened the door and wel- 
comed them to Casa Leiva. 

In the long weeks that followed, while Vas- 
quez was being nursed back to health, he told 
Rosario how he came to be an outlaw. The 
grandfather for whom he was named had been 
one of the 240 colonists who marched up from 
Mexico over 1,600 miles of deserts, mountains 
and valleys to plant the flag of Spain on the 
shores of San Francisco Bay one week before 
the Declaration of Independence at Philadelphia. 

“There was a crew for you,” he exulted. 
“Afraid of nothing. They founded Mission Do- 
lores and San Francisco. They made Califor- 
nia what it is—-and for what? Phah!” 

Old Don Tiburcio Vasquez had become the 
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. All Women Adored California's Robin Hood Bandit and He Adored 
‘ _All Women—Especially the One He Met as His Pursuers Closed In 


alealde, or mayor, of the Pueblo de San Jose de Shouting and shooting, the band dashed to- 
Guadalupe. His son had moved to Monterey, ward the town. “Lie down or die,” Vasquez 
where young Tiburcio was born. At 17 the hot- velled as they rode down the main street. Every- 
headed youth had been wrongfully accused of one obeyed except a deaf man. Vasquez shot 
robbery. He fled to the hills and a price was him. The general store was ransacked and the 
put on his head. outlaw crew raced on to the hotel. When the ” 
From then on he had been a latter-day Robin landlord attempted to close the door, a bullet 
Hood, robbing and pillaging the Americans and from Vasquez's gun tore through his head. 
often dividing his plunder among the poor of his Every horse in town was taken. There would 
own people. He outrode and outfought sheriffs, be no immediate pursuit. Each animal was 
and when the going got too tough he hid away piled high with loot. Fifteen minutes after the 


for a while. The home of every Spanish Cali- raid began, the calvacade was racing through the 
fornian was open to him. woods with Chavez as rear guard and Vasquez 


“But I can’t stay here too long,” he said. leading the way at top speed. 
“They're always looking for me.” Dividing the booty on the mountain crest 
“Let us not talk about your going,” Rosario between the San Benito and Fernandez valleys, 
said. “I must tell you about my family, the the band split into two groups to confuse the 


Alvisos... trail. Vasquez, Chavez and Leiva rode on to 
When Vasquez had fully recovered, he and San Emidio. The others fled north, 


Chavez began a new series of raids on the sur- Before leaving, one of Leiva’s friends drew 
rounding countryside. They returned each time him to one side and whispered a few words. 

with finery for the women, with toys for the Rosario’s husband looked incredulous at first. * 
children and with pockets jingling with money. When he joined the other two, his face was grim 

A drought killed Leiva’s sheep and cattle. “Don't but he said nothing. 
worry, amigo,” Vasquez said. ‘I have enough for At San Emidio the three men picked up 
all. Aren’t we brothers ?”’ Rosario and her children and ‘hurried om They 
The drought continued and Rosario sug- struck camp that night in a weoded canyon. 

gested that her husband join the bandits. “We have everything except food,” Leiva 
“What! Me, a thief? How could you pointed out. “I will ride on to Elizabeth Lake 


think of such a thing?” for supplies.” 
‘What holds you back the more,” asked “Let me go,” Vasquez offered. 
tosario, “your conscience~—-or your “No, you are too well known,” Leiva insisted, 
fears?” “I will rejoin you in the morning. Adios.” 


The first venture of Abdon Leiva un- 


der the Vasquez tutelage was a failure. CHAVEZ killed a jackrabbit which they bar- 
With half a dozen others, he attempted becued with wild onions for supper. The chil- 


to hold up a stage on the Monterey turn- dren slept in a tent. Chavez rolled up in a blanket 

pike, but his nerveless fingers pressed in a thicket. Rosario and Vasquez were in each 

the trigger too soon and .the alarmed other’s arms beside the tent when Leiva crept 
driver managed to turn in time and es- back into camp. 

cape. For a week Leiva was sure that “I wouldn't believe it when I was told,” he 


rf every sound nfeant the sheriff was coming. cried, “I thought you were my brother but I find 
os — — ‘If I could only get away from this you only wanted me with you so you could have 


place,” he moaned. my wife. For that you are going to die.” 
“Worry not,” Vasquez said. “One more raid “No, senor,” said a voice from behind. “It 
—a good one—and we will all be on our way is you who are going to die unless you drop 
to Mexico with enough to let us live for a long that gun.” Chavez’ pistol was pressed against 
time.” the back of Leiva’s head. 
In a couple of weeks the group was ready “Don’t shoot him, Cleodoveo,” Vasquez said. 


to start. Everything of value had been sold or “He has a right to feel aggrieved. Let him go 
cached dway. The party made its way down the on with his wife and children. I will meet you 


mountainside, letting the neighbors know that at Heffner’s.” 
they were on their way to Mexico. With a last look at the weeping Rosario, he 
“Of course,’’ Vasquez said, “we don’t have rode off toward the roadhouse which was a fre- 


to tell them we are going to make one little stop quent rendezvous of the lawless. Chavez joined 
along the way. The women and children will him there the next day. On the second night the * 
go to San Emidio, and we will meet them there. landlord knocked at the door of the room in 


You others come with me.” which the two were sleeping. 
The men galloped northward, stopping a “There’s a woman downstairs who says she 
mile outsidé of Tres Pinos. Vasquez gave __has to see you.” 
the orders. ‘‘We'll clean out the town. It was Rosario. She looked as though she 


Shoot anyone who resists: Take hadn't slept since they parted. 

everything you can carry away. “Abdon has told the sheriff where to find 
Move fast and we'll be gone you. The governor has offered $5,000 for you, 
before they know what has dead or alive. There must be at least four posses 
happened.” headed here from different directions.” 

“Go with Cleodoveo,” Vasquez ordered. “I 
will lead them away.” 

Rosario shook her head. “I will never leave 
you again,” she said. : 

She didn’t—until the gallows. For weeks 
they hid in the hills, afraid to shoot game, 
afraid to cook it even when they killed it. Half 
a dozen times the searchers were within a few 
hundred feet of them, but each time they got 
away. Finally, on a lone foray, Vasquez was 
captured. Rosario followed the deputies who 
took him to San Jose, where his father had been 
the leading citizen. 

Most of Spanish California prayed with her 
on the morning of March 18, 1875, the day of 
the execution. With a black hood over his face 
and a crucifix in his hand, Vasquez waited for 
the rope to be put around his neck. 

“Pronto!” he cried. “Hurry!” 

Then he blew a kiss. Rosario hid her eyes 
and sobbed. 


° 
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A Tomb and a Shrine Have Been 
Found Which Seem to Offer Proof 
That the Daughter of King Aga- 
memnon Was a Living Princess 


And when thou com’st to Athens’ god-built 
towers, : 

A place there is upon the utmost bounds 

Of Attica, hard by Karystus’ ridge, 

A holy place, named Halae of my folk. 

Build there a shrine, and set that image up..a 


Thou, Iphigeneia, by the holy stairs 
Of Brauron must this Goddess’ warden be, 
There shall thou die, and be entombed... 


Euripides—-Iphigeneia in Taurica, 


By Irmis Johnson 


THENA, the ancient Greek goddess of wis- 
Aer: is supposed to have issued those 
orders. 

They embodied conditions under which, ac- 
cording to mythology, the homesick demi-god- 
dess, Iphigeneia (pronounced If-i-ji-ni-a.) and 
her brother, Orestes, were 
permitted to return from 
Taurica to Mycenae, their 
homeland. There they were 
to set up a shrine to Ar- 
temis, goddess of the chase. 


dary decree, attributed to 
Athena by Euripides more 
than 2,300 years ago, recent- 
ly led to a remarkable dis- 
covery. A tomb and a shrine 
actually were found, by an 
archeologist named John 
Papadimitriou, in approxi- 
mately the spot described; 
about 30 miles from Athens. 

Iphigeneia, daughter of 
King Agamemnon, was 
only a character in 
Greek mythology, so 
far as anyone knew. 
How could this have 
been the last resting 
place of someone who 
never had lived? 

After preliminary 
study Archeologist Pa- 
padimitriou announced 
that he was convinced Iphigeneia was a real 
person. If so, how much of her tragic story 
could be based on fact? 

It was at the beginning of the Trojan war, 
as Euripides tells the story, that King Agamem- 
non incurred the wrath of the goddess Artemis. 
The Greek fleet was assembled at the port of 
Aulis. Their purpose was to rescue Helen, the 
wife of Memelaus, from Paris, with whom she 
had eloped. 

Before the fleet’s departure the King went 
hunting and killed a stag which was sacred to 
the goddess of the chase. She took revenge by 
producing a calm, rendering the ships helpless. 

King Agamemnon consulted the soothsayer, 
Calchas, who announced that the goddess could 


sonly be appeased by the sacrifice of a. maiden 


on her altar—-and that maiden must be the King’s 


daughter, Iphigeneia. 


The King was overwhelmed with grief at the 
thought of the frightful-act he must commit, 
but he had no doubt that he must obey the de- 
mands of Artemis. This, he argued, was for the 
sake of all his subjects and didn’t involve moral 
cowardice. 

It was necessary, however, to think of some 
ruse whereby he could get his wife, Clytemnestra, 
to bring their oldest daughter to him at Aulis. 

King Agamemnon wrote a message declaring 
that he-had promised Iphigeneia to Achilles, the 
young warrior son of Thetis, for a bride. There 
were ceremonies that must be performed imme- 
diately in Aulis. | 

The letter had not been on its way very long 
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The Young Girl Wept and Pleaded With Her Father to Save 


Her — Then, She, Too, Knew That She Must Save Greece. 


when the ruler had a change of heart, wrote a 
second note countermanding the order and dis- 
patched it by a faithful old servant. Menelaus, 
husband of Helen, intercepted the message which, 
if delivered, would have meant continued delay 
of the battle for Troy. 

Clytemnestra and her beautiful daughter ar- 
rived at Aulis, overjoyed with plans for the 
wedding. King Agamemnon was bowed down 
in despair. 

It was the king’s old servant who finally dis- 
closed to Clytemnestra and to Achilles the per- 
fidious plot to sacrifice the beautiful Iphigeneia. 

At first the young girl wept and pleaded 
with her father to save her. she became 
reconciled and imbued with the thought that 
she, too, must save Greece. 

The hour of the sacrifice came. The agonized 


‘king raised his knife to plunge it into the white 


throat of his beloved offspring. Then, according 
to the legend, Iphigeneia disappeared and a 
deer lay panting on the altar in her place. 

The animal was slain. The winds blew. The 
ships sailed and the war went on for years. 

When the war was over King Agamemnon 
was murdered by his then unfaithful wife and 
her lover. As a vindication of his father, Orestes, 
the brother of Iphigeneia, killed his own mother. 

For this act he was doomed to wander rest- 
lessly from one country to another until fina!ly 
he learned, through an oracle, that he must 


visit the land of Taurica (now the Crimea). 
There he was to procure a statue of the god- 
dess Artemis which supposedly had fallen from 
the heavens. 

Orestes took his best friend Pylades with 
him to the strange country. The two young 
men were captured and, according to the custom 
of Taurica, were to be sacrificed to Artemis. 
First they must be prepared for the ceremony 
by the goddess’ handmaiden. This demi-goddess 
turned out to be Iphigeneia who, according to 
mythology, had been snatched up in a cloud on 
the day when her father had attempted to kill 
her and transported to the shrine in Taurica. 

After much questioning, Iphigeneia learned 
that these two young men were from her home- 
land, Mycenae. Eventually she found out that 
Orestes was her own brother. 

Together the three young people plotted to 
escape from Taurica with the statue. It was at 
this time that the goddess Athena supposedly 
intervened, and imposed the conditions under 
which they would be allowed to leave Taurica. 

What happened to Iphigeneia after her re- 
turn to Mycenae is not even disclosed in legend. 

Did she live and die, a servant to the goddess 
Artemis? Or did she marry some prince or king 
and live to a contented old age? 

Those unanswered questions must be added 
to the one posed by the recent discovery. Was 
Iphigeneia a myth or was she real? 
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Leen-Age Tempest 


Who Makes the 


By URSULA TROW 

OES a teen-ager make a 

better baby-sitter than 
the woman over 35? Teen- 
agers say, “yes.” Not only 
do teeners consider them- 
selves better baby-sitters, 
but they feel an _ older 


woman should not deprive 


them of one of their best 


methods of earning money. 
The case for the older 
woman was set forth re- 


Best Baby-Sitter? 


the teen-ager will play 
with the child—be more of 
a playmate than a warden. 
Rosalind Rocks, 14, of 
Cincinnati, Ohio, thinks 
teen-agers have more pa- 
lience with youngsters. 
Sylvia Ann Knebel, 14, 
of Los Angeles, Calif., and 
Dolores Van Ormer, 14, of 
Cleveland, Ohio, say 
teeners need some way to 
ear) spending money and 
at their age there are few 
othe; open to them. 
Baby-sitting jobs keep 
teeners out of trouble, adds 
Kathleen Herzog, 16, of 
Courtland, Calif. 
Bonnie Laird, 15, of 
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Many Parents Feel That Teeners Moke Better Baby-Sitters 
Than Older Women, Because They Follow instructions Better. 


cently by Mrs. Edith L. 
Whiteford, of Sparrows 
Point, Md., who believes 
that many teen-agers are 
not capable of mature 
judgment, and for thai rea- 
son baby-sitting should be 
left to women over 35. 

Mrs. Michael Maras, 
of Baltimore, Md., who has 
had quite a bit of experi- 
ence with baby -.sitters 
because she is the mother 
of two small children, says 
she prefers a teen-age sitter 
because a teener will follow 
instructions much _ better. 
An older woman, says Mrs. 
Maras, does whatever she 
thinks is best, regardless of 
instructions, 


Mrs. Serena Best, of 
Portiand, Ore., is a work- 
ing mother and she also 
prefers a teen-age sitter 
for wer child. She tried 


two o'der women, she says, 
and found they were either 
too easy or too hard on th 
child, and furthermore 
seemed to be given to self- 
pity because they couldn't 
find other work. 

M. E. Carter, of Pitts- 
burgh, Pa., feels a young 
child is better off in the 
care of a teen-ager than 
an older person, because 


Aurora, Ill., and Dorothy 
Junker, of Wausau, Wis., 
think that baby-sitting is 
the Lest way tor teeners 

future parents—to learn 


how i.o handle children. 
Experience and = practice, 
they say, are the _ best 


teachers, 

One man says he knows 
a better way for teeners 
experience with chil- 


LO Pet 


dren—-their parents should 
have jJerge families like 
Cramp: used to have. 


.ner possible solution 
is ottered by Margaret 
Burger, 18, of Celoron, 
N. Y. She agrees that 
mature women might make 
better baby-sitters, but, 
she asks, “Why don't 
moihers do their own baby- 
sittine like my mother 
used to do?” 


What do you think of 
Margaret’s suggestion? Do 
today’s parents gad about 
too much for their chil- 
dren’s good, or are mothers 
who get out into the world 
better able to act as social 
and educational guides for 
their children? Write to 
the Teen-Age Editor, The 
American Weekly, 63 Vesey 
St., New York 7, N. Y. 


Teen-Age House Wreckers? 


EVERAL mothers in 

widely separated parts 
of the country have written 
in asking what can be done 
about teeners who are, 
whether they mean to be 
or not, house wreckers. One 
Cleveland, Ohio, woman 
writes that she is putting 
off redecorating her home 
because of the way her 
children’s friends . behave 
when they come in. 

“They flop on the living 
room furniture in dirty, 
muddy clothes,’ she com- 
plains, ‘‘and they don't 


December 25, 1919 


seem to care when they 
smear my best sofas and 
chairs. They put their feet 
on chairs and tables. I 
wonder if they act that 
way in their own homes.” 

None of the complaining 
mothers wants to. dis- 


‘courage her children from 


bringing their friends 
home, but they want to 
know if anyone can tell 
them how to prevent this 
careless form of vandalism 
without seeming mean or 
old-fashioned. Write to the 
Teen-Age Editor. 
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Famous Gyratator gets clothes 
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SO EASY to operate. Just set the two 


all the rest. the daintiest fabrics. 


Maytag! The biggest washer value! 


@® Every Maytag —conventiona! or automatic — has 
exclusive Gvrafoam washing action. Your clothes 


get clean quickly and safe 


oth will 


give you years of the finest service 


ial to operate, and 
You have 


one Coys) 


types are econon 
ihree 
conventional modeis to choose from « little 


more than the lowest-priced wasi: 
your 


Why don't | new Maytag demon- 
strated? Your dealer will give you a liberal trade-in 
on your old washer —whatever its make. Pay the 
rest in low monthly payments Your Maytag dealer 
is listed in the phone book.) ‘The Maytag Company, 
Newton, lowa. 


r on the market. 


you See 


WASHERS e IRONERS @ RANGES @ FREEZERS 


EXCLUSIVE (ivrafoam washing ac- 


simple controls. Your Maytag does tion gets he dirt out...can't harm 


Completely automatic! 
Beautiful, gleaming white 
finish, inside and out. 


“- 
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really clean! 


WASHING, rinsing. spin-drving— 


everything is done 
Your time is your own, 
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The Miracle of. 


Mrs. Jones 
~. AMERICAN MOTHER 


Mrs. Jones, American Mother, enjoys more 


luxuries, more leisure than any other mother in 


the world. She has more labor-saving devices in 


her home. They cost. less than anywhere else. Who 
produced this miracle? Millions of American 


workers teamed up with American inventors, man- 


agement and investors—Mrs. Jones’ husband, her 
neighbors, her friends—who through the years 
have learned to make things better, faster, and 


therefore at lower cost. That is why the Joneses, 


American family, can live better for less sweat and 


toil than any other family in any other country! 
That is the true miracle of Mrs. Jones, American 


Mother! 


THE MIRACLE OF 
HOME ENTER. 
TAINMENT . . . The 
Joneses are just one 
ef millions ef American 
families whe cajoy 
radio, And new tele- 
Vision, yesterday euly 
a dream,is today a part 
of their planning for 


tomorrow. 


THE MIRACLE OF 
THE MODERN KIT. 
CHEN ... Mrs. Jones’ 
kitchen is designed for 
eficiency! Her refrig- 
erater, stove, electric 
mixcr.other apphances 
coat her less than any - 
where else in the world 
—because American 
workers produce more 
for every hour they 
work. 


THE MIRACLE OF 
AMERICAN FASH. 
ION ... The Jones 
children go to school 
well-dressed at asmall 
cost. American manu- 
facturers have dis- 
covered how to make 
better and smarter 
clothes for leas money 
than anywhere else in 
the world. 


THE BETTER WE PRODUCE— 
THE BETTER WE LIVE 
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Pilgrimage for Peace 


By the REV. FRANCIS P. LE BUFFE 


yates of justice. 

With these words Pope 
Pius X!! struck the walls 
surrounding the ‘‘Holy 
Door’ on Christmas Eve, to 
inaugurate the Holy Year 
of 1950. 

What is tnis 
Warr which will 
thousands 
of Catholic pil- 
grims to Rome 
from all over 
the world? 
And what is 
its signiiicance 
to the world 
at larze’ 

The first 
Holy Year or 
year of Jubi- 
lee, as we now 
celebrate 
it, was insti- 
tuted by Pope 
Boniface VIIL, 
in 1300 A.D. 
But even 
before that 
pilgrimages to 
Rome were 
common, both 
by individuals 
and groups. 

Some stu- 
dents of his- 
tory would 
link the Holy 

ear with the 
oman ‘‘Ludi 
Saeculares,” or “100-Year 
Games.” But for this link 
there is no real evidence. 

Moreover, the earliest 
references to Christian ju- 
bilees are in terms of 50 
—-not 100 — years. 


HCPEN unto me the 
, a 


“Holy 
bring 


MORE plausible con- 
nection is with the 
Jewish Year of Jubilee 
(Leviticus 25:4-54) which 
occurred every 50 years. 
It was a year of great joy 
when slaves were freed, 
property was restored to 
the original owners, and 
the soil remained untilled. 
In fact, the word “jubi- 
lee” comes from the He- 
brew word “yobel,” a 
ram’s horn, for the Jewish 
great holy year. began with 
the blowing of a ram’s horn. 
Scattered through the 
scant, existing works of 
early Christian literature, 
we find the idea persisting 
of the 50th year as the jubi- 
lee year. The monks com- 
monly celebrated the 50th 
anniversary of their pro- 
fession. 

In 1222, Cardinal 
Stephen Langton, preach- 
ing at the re-burial of St. 
Thomas a Becket, 50 years 
after his death, speaks of 
“the mystical virtue of the 
number 50.” 

What does a Holy Year 
or Jubilee mean to Cath- 
olics today? For all who 
can do so it means a pil- 
grimage to Rome. To all 
others, it is a year of inten- 
sive renewal of religious 
fervor and higher moral liv- 
ing. 


HEN Pope Pius XII 
first proclaimed 1950 
as a Holy Year—on June 
2, 1948 —- many news cor- 
respondents saw in _ this 
proclamation an _ almost 
prophetic significance. 
The thought and dread 
of war was then upper- 
most in men’s minds. But 
the Pope issued-——-a year 
and a half in advance —a 
call to pilgrimages which 


demanded peace through- 


out the world for their 
fulfillment. 
‘After the sad _ years 


through which we have just 
passed, with the chalice of 
sorrow and anguish filled 
to overflowing,” said the 
Pope, ‘“‘may this genuinely 
holy year...be for the hu- 
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At the Third Blow With a Golden Hammer, the. Great 
Door Which Had Been Sealed for 15 Years Fell in to 
Symbdlize the Start of a Holy Year. 


man family a herald of a 
new era of peace, prosperity 
and progress.”’ To Catholics 
he assigned special pur- 
poses to be achieved: the 
advancement in holy living, 
promotion of peace, the re- 
alization of social justice, 
etc., etc. 

For those who make the 
pilgrimage to Rome special 
spiritual favors, according 
to Catholic belfef, are 
granted after the pre- 
scribed conditions are ful- 
filled: true sorrow for sins, 
confession and Holy Com- 
munion and a single visit to 
each of the four great 
churches (basilicas) in 
Rome, all of which date 
from the Fourth Century. 
These churches are St. 
Peter’s, St. Paul’s-beyond- 
the Walls; St. John Later- 
an, and Santa Maria Maggi- 
ore. 


N Christmas Eve Pope 
Pius went in solemn 
procession to the “Holy 
Door” of St. Peter's, carry- 
ing a lighted candle in his 
left hand and a_6“sstaff- 
mounted cross in his right. 
This door, which remains 
walled up except during a 
Jubilee Year, had _ been 
closed since the end of the 
last one, 1934-5. 

Taking a special golden 
hammer with an ivory 
handle, he struck the wall 
surrounding the doorway. 
Using various texts from 
the Bible, he chanted: 
“Open the doors of justice 
to me” to which the choir 
responded: “I will go into 
them and praise the Lord.” 

He struck the wall again 
saying: “I will come into 
Thy house, O Lord,” with 
the choir replying: “I will 
worship in Thy holy 
Temple.” Then he struck 
the wall a third time chant- 
ing: “Open up the gates be- 
cause the Lord is with us,” 
to which the choir answered 
“Who hath shown His pow- 
er in Israel.” 

At that third blow, the 
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door fell inward. The Pope 
then recited the 99th Psalm 
and sang the “Te Deum,” 
the hymn of joyful thanks- 
giving, and was the first to 
pass through the doorway. 
The symbolic meaning of 
the door is manifold. It 
recalls the words of Christ 
(John 10:9): “I am the 
door.” It also 
visualizes the 
opening upofa 
way to the 
abundance of 
God's special 
mercies. 
: Some see in 
es it the idea of 
“oe  Sanctuary’’ 
' for those sus- 
pected of 
: crimes. The 
if Spanish  pil- 
} grim, Tafur, 
writing in 
1437, states 
that this idea 
of “sanctuary” 
or “‘‘asylum”’ 
dated back to 
=e Constantine, 
“y Who died in 337 


* 


prevailed on 
Pope Sylvester 
to make _ the 
Church of the 
Lateran such 
an asylum. The 
word ‘“‘asylum”’ 
comes . from two Greek 
words “‘a’’, meaning “‘not”’, 
and “‘sylao’’——“‘to strip off,”’ 
“to carry away.” 


T implies a place into 

Which free entrance is 
not allowed so as to protect 
those within. Asylums or 
‘“sanctuaries’’ were _pre- 
scribed in pre-Christian 
and early Christian days 
against what we now call 
“lynchings.”’ 

While the Pope was open- 
ing the Holy Door at St. 
Peter’s, the “holy doors” of 
the other three great 
churches in Rome were be- 
ing opened by three special- 
ly deputized cardinals with 
like ceremonies. 

As soon as the Pope had 
opened the Holy Door in 
St. Peter’s, the bells of the 
400 churches of Rome 
pealed out in unison, a cus- 
tom which began with the 
Jubilee of 1500 A. D. un- 
der Alexander VI. 

Although the origin and 
growth of the Holy Year 
celebrations are lost in the 
dim areas of history, we 
have certain dates, beyond 
which a great “tradition” 
lies. 

Maybe as we _ recover 
more ancient documents 
much of the mystery sur- 
rounding this “tradition” 
will be cleared up. 


T= present Holy Year is 

scheduled to be crowded 
with other major celebra- 
tions including beatifica- 
tions and canonizations. 
During it will also occur 
three anniversaries of the 
Pope himself: his 50th year 
as a priest; his 20th as 
cardinal; and his 10th as 
Pope. , 

The Pope wants the Holy 
Year to be a universal ges- 
ture of “one world” as 
thousands of pilgrims from 
every corner of the earth 
converge on the “Eternal 
City,” which is providing 
special accommodations for 
their comfort. 
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EAR MRS. POST: When 
a man and his fiancee are 
out in a restaurant where 


there is dancing, and on 
this particular evening have 
a girl friend with them, 
shall the man ask the guest 
to dance first, or may he 
ask her to excuse them, 
and dance? Would this an- 
<wer be the same if his 
fiancee were his wife? 


ANSWER: No, not the 
came at all. Fred Fiance 
would naturally dance with 
his fiancee first, and often- 
est, but Henry Husband 
should dance with their 
guest before he does with 
his wife, and after that, 
about the same number of 
times with each. 

* * * 
Not Necessary 


DeaR Mrs. Post: If I 
meet my emplover in pub- 
lic when I am with a friend 
and have occasion to intro- 
duce my friend, shall I 
make some mention of the 
fact that Mr. Employer is 
the man I work for? 


ANSWER:*No explanation 
is necessary—unless you 
believe that the friend you 
are with is interested in 
knowing who he is. In this 
case you might explain that 
Mr. Royal is the president 
of the X-Company, or your 
employer. In other words, 
you may explain if you 
have reason to, but other- 
wise don’t. 

% + * 
Initials 
DEAR Mrs. Post: Please 


tell me what initials are 
used to mark our house- 
hold things? In other 


words, do I use mine or my 
nusband’s? On everything? 


7 


ANSWER: All table ap- 
polntments (linen, silver, 
glass, etc.) should be 


marked M. S. J. (standing 
for Mary Smith Jones), or 
whichever combination of 
initials you have chosen for 
yourself. Your husband’s 
initials may be put on desk 
appointments, cigarette 
boxes, etc. Glasses not used 
on your dining table (that 
is for cocktails, ginger ale, 
etc.) often are marked 
with the man’s initials. 
* ss 
Wedding Reception 
DEAR Mrs. Post: If a 


What fe De When 
Three's a Crowd 


bride is married in ‘white 
with a veil and has four 
bridesmaids, ddes this prep- 
aration necessitate a recep- 
tion afterward? Is it too 


necessary ‘that the bride do 
more than wait to receive 
the good wishes of the con- 
gregation in the vestibule 
of the church. I think she 
should do this. 


# 


“Immediate Family"? 

Dear Mrs. Post: Are un- 
cles and aunts to be con- 
sidered “immediate fam- 
ily” when preparing the 
wedding lists? If not, which 
relatives are meant by this 
term” 

ANSWER: ‘“‘Immediate 
family” usually means 
mother, father and their 
children. Grandparents, un- 
cles and aunts are very 
decidedly “family” but not 
“immediate.” 


Are ou planning te give a 
it party soen? Mrs. 
Post’ 6s leaflet, E-26, gives 
suggestions fer the invita- 
tien, the time, and what te 
serve. Te ebtain a copy, 
5 cents in cein and a 
stamped self-addressed en- 
velepe te Mrs. Post, The 
American Weekly, Lock Bex 
809, ee = Station, 
New Yerk 7 -> - 
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(Released by 


The Bell Syndicate, Inc.) 


Setters. to the Cditor 


HANKS a million times 

for yqur revealing series 

of articles on the fakes and 

crooks who run the num- 
bers racket... 

Maybe some foolish men 
and women who think they 
have a chance to win such 
vicious numbers pools will 
think twice after reading 
your articles. -- Eleanor 
Russell, Atlantic City, N. d. 

a 

I'd appreciate it if you 
would send me about 100 
copies of your “My Faith” 
booklet. I find it very help- 
ful in my religious educa- 
tion classes.—Rev. James d. 
O’Brien, St. Thomas Aqui- 
nas Chapel, Storrs, Conn. 


Copies of the “My Faith” 
beoklet, centaining the first 
22 articles written by 
scientists for The American 
Weekly, are available at 25 
eents ‘in coin) each. Ke- 
quests should be addressed 
te “My Faith,” The American 
Weekly, Box 874, Church St. 
Statien, New York ie 


¥ 

I especially enjoyed your 
story about the American 
hero, Sam Houston, because 
Houston taught school in a 
log cabin on my grand- 
father’s place in Tennessee 
before’ he became famous. 


Cornelia the Unconventional 


HEN Cornelia Vander- 


bilt lived on her 
father’s fabulous 120,000- 
acre estate she was the 


Sort of girl he wanted her 
to be, simple in taste and 
modest in demeanor. When 
she married an English 
nobleman at the age of 20 
she was as conventional as 
She was rich. Then, eight 
years later, something hap- 
pened. This demure daugh- 
ter of great wealth became 
a Greenwich Village Bo- 


December 25, 1919 


hemian, a bizarre figure in 
London and Paris. She 
dyed her hair pink, 
changed her name to Nil- 
cha, and found a soulmate 
in a Swiss artist. 

Now in middle age, she's 
had her fling and has set- 
tled down in a respectable 
suburb of London. 

For the fascinating story 
of this American heiress’ 
career as a romantic rebel 
read next week’s American 
Weekly. 


THE 


AMERICAN WEEARLY 


About six or eight years 
ago, the State of Tennessee 
bought the cabin from one 
of my uncles for $1,850. 


Sam Houston lived at my 
grandfather’s and was like 
one of the family. In fact, 
my grandfather named one 
of his sons, another one of 
my uncles, Houston. When 
I was a youngster, I heard 
my uncles talking about 
why Sam Houston left his 
wife. They felt it was be- 
cause Sam had an old In- 
dian arrow wound in one 
shoulder, which would not 
heal. This raw and ugly 
gash, said my uncles, was 
the unromantic reason why 
Sam Houston's wife was 
repelled by him.-——C. M. 
Rogers, San Leandro, Calif. 


* *% % 


Would you please send 
me a copy of your story on 
Sister Kenny? I have to 
write an article for a schoo! 
assignment, and my mother 
remembered your story. 
She thought it was very 
good. —- Mary Moore, East 
Paterson, N. d. 


= - - 


I've been a steady reader 
of your American Weekly 
since 1900, and I can readi- 
ly appreciate what it means 
to be out some place where 
you can’t get such excellent 
reading material. So, when 
I read in your “Letters to 
the Editor” about the New 
Zealand woman who 
wanted to get copies of your 

- magazine, I decided to help 
her. I’ve been sending her 
my copy each week, and it 
appears to give her much 
pleasure.—John C. Gurney, 

Sea Girt, N. J. 


In writing te The Fditer, 

him care of The 
American Weekly. 63 V 

Street, New Yerk 7. N. v. 
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CLASSIFIED OPPORTUNITIES 


The Nation's Market Place ts a from Coast to Coast 


SPECIAL NOTICE 


REAL ESTATE 


IS 
YOUR NAME 


HERE? 
Unclaimed Bank Deposits 


For many years savings banks 
throughout the United States 
have advertised their inactive 
accounts and have tried to find 
the owners. The American Week- 
ly reaches 9,868 474 families and 
it is likely that in this tremendous 
audience there are the following 
individuals who were last heard 
from in the cities indicated: 


wu... Durand og New York, New York 
bse Hing ‘A. Finkbine Annapolis, Maryland 
Mildred F. Hamilton Vallielo, Californta 


Walter or Carrie Seifert Ft Madisen, lowa 
FP. Piecher. 


Larchmont, New York 
Sarabei N. Reval 


los Angeles, Calif 
Prveiym L. Barnien Miami, Florida 


Yorkville, Ohio 

Sara GC. Smith Washington, D. ©, 
Mike Vecheoric!h Eccles, Ww Ve 
Jeeegh T_ Hiat' Detroit, Michigan 
Stank-~ I'nalaskea, Alaska 
Thomas J. Giitten- Denver, Colorade 


Richard FP. tiale 
David F. Met;i!! 


Mound, Minnesota 
... Pittaburgh, Pa 


The American Weekly secured the above name« 
frem acfivertice;nents of the banks. It may be to 
the actwamtece of thexe individuals, if thew dit 
net see the acivertisements in question, to write 
hex NYS ec o The American Weekly, 65 Vesey, 
Sr. New York 7, } Y.. providing that he 
recemt action a. Deen taken to claim the «ae 

posit im question 


(ANOTUER LIST OF UNCLAIMED RANK 
MY ONTSR WILL BRE PULRLISHED IN THE 
AMERICAN WEEKLY S NEXT ISSUE LANK 
ron IT IN CLASSI FIED OPPORTUNITIES.) 
PERSONALS 
Narrket M dited) it's not like you t o-« 
liom without writing vir familly is wor 1 bext 
We harem t heard from vou since April from St 
Lavras. Lat us know where and how you are 
‘ops amd betty, San Fy BNC Hoe 
jack S., former reporter, Jonestown He: ald. 
bheorty KR. ip dead We need vo ur signature to 
“wim up her affair It is all right for vou to 
e-ite how; SS. NS has lett here ami can Case 
mn) more troul ‘ kn 1) 
Mia: lene K. (Hodes, Calif.) Your husband and 
ehildren meed you ami lowe vou (‘an ftorgive 
the pmst fet the fulure upto vou. Come hone 
‘red 
“MISSING PERSONS 
Axe ¢. Hoagiand and Robert L. Moagiand, last 
knewn to be in Mempl Tenn, ami Fulton 
Kv... me BS sears age nr oftly sister would 
lke to emeptact ++) \! nfoitnwation wold te 
aup ec vated Mis ‘ Lharn 142 ‘ i) "Th 
Arey on Wee} New York 7. N. ¥ 
Marte Muse fori ieiis of Veoria, Dil, and ia 
hmewn to he there in 'h4-1> or ansone kno 
‘ea her presen! a: . gag pe write Box 14! 
© The Amv “gh Wee New York 7. N. ¥ 
Rarnand Dirt 4 ' heard from in 36 in 
ated ids, Miel vy anvone knowing his 
vhereaieest« pica ‘ ‘ Mo i388. c/o The 
\inerican Wreek seu York 7. HN. F 
OF INTEREST TO WOMEN 
(;Lye OL LAr ir T eatment 
of the ftw 1 educe infect lous 
air Prer: te amel wer 
is easy mow ro the fret] ory, 
cmd name an! adc dress to ox HB 108, 
The American we ky 6% Vesey S&t., 
New York 7 N 
Vi ASIIABLE, flextive a ficial flowey $, hand 
painter? im teantiful matural eobors, ideal Ax A 
tlecorative accessors (ost tuambelievabiv bitth 
Write for detail. toda biome ¢ 


raftsman, Hox 
“74 Church Street Station, New York 7. N. ¥ 
NIQUE LIQUID CLEANS 
ow skin that is sensitive to soap. Adolescent teen 
agers too fad it beneficial for their skin prob- 
hens C)eaner and bettie of lotion both for $5.00 
rERTIL, 1828 W. Rth Set lar Ange les, ¢ ait. 
BiccisS fained pat. tacial kindles, he leds 


ost Cmuple mn (hewlates rouge, oll ona” 
lieal for gift. Sent name, ad. $2 NOW for ea 


Varticulariy fime 


a. = Kegan j if §& Rroad St.. Phila. 2 
: CLOTHING FOR SALE 
DEMME ike!) Men O Coates ashe Hlotuses 
«<. Skirt yi aan ip ltargain ree 
rat alos r: rown 4 WA Me mre st . Se a 
WAR SURPLUS 

Arms flebd jackets wool lined he 2-40 $24 
Arty wool pants, waist 25 146 $2.09, Anny woo! 
hirts 13%-15% $2.28, all woo | blankets $4.0 
Sem) meney we DAY pe ave or send $7) Ha! 


(1) pias postave Sem! for free family cat 
ator. Gutidte, 24) kK BB was Nev w York 2, N. ¥ 
OLD GOLD WANTED. 


Hi EsT east l 


ces dant fe old gold, iw 


mts, elms, wold teeth, Pings and watetv 
Salistaction guaran! eed Atte; bt Dept to? 
2834 S Cloverdale Ave. Lax Angeles, Cadi 
o 


; Station. 


| 
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it * TO $50 at “COMM 


Moving to nerthern or central California! Free 
real estate wanted listing service. We have theu- 
sands of ist hones, acreage, small mei- 
neseee. No obligation, write teday. San Fran- 
cisco Examiner, Country Pstate Division, 
. Rimeen Annes, San Franciseo, (adit. 


ISCELLANEOUS FOR SALE 
Bargains_from World War Il. 


FREE CATALAN) 
Military, eutdeer, «pert goods etc. Write 
txlay for your cat thee whiueua!l 


Ne 
Tisti 


bargains. SPORTBMAN, P.O. x 478, Chureh 
Street Station, New York 7? 
WORLDS FINEST STAPLING MACHINE 


tor home or effice at WORLD'S CHRATHST 

Nhe kb. a HAS TO RE SEEN to be be 

lieved SEND FOR STAPLER, and PAY 

LATER. lox KIM’ 119, e/e The American 

Weekly, 63 Vesev Bt... New York ze 
Hineculars, Telesee Mic Toneepes 

FREER BARG AIN c ATAILA 
Advertiser, P.O. Box 679, Church acces Station, 
New Vork 7, N 


FISHING SUPPLIES 


FISHERMEN 


Fiy tying is easy amd fun. A goed way te help 
pass the long winter months. We } 
quality basic kits from $5.00. Write for catajog 
offer. Sporteman, ag' a c/o American Week 
ly, 63 Vesey St.. N. Y¥. |e * é 


FISHERMEN -('aat a molkis for making 

your own sinkers. Free illustrated booklet 

Reading Instrument Co,., Box 78, Reading, Ia 
PUBLISHERS SERVICE 

w RITE RS! Money for your salable ah stortes, 

hooks ! Write Mead | Agency, oa a Ave NVC 14, 


ee 
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Shorthand in 6 Weeks 
MODERN ABC SYSTEM 
Uses Plain English Letters 


LEARN FAST BY MAIL, EARN MORE. YO 
CAN. WE HAVE THE EVIDENCE. NATION.- 
ALLY KNOWN. ACCEPTED IN CIVIL SER 
VICE & BUSINESS. ENDORSED BY ED 
reATORS, EMPLOVERS. WRITE TODAY 

MODERN ABC SHORTHAND, DEPT AW 


216 | TREMONT ST. LOSsTON. MASS_ 


OUR GRADUATES in fashion desien hold top 
positions with leading New York and llollywoodd 
stores and manufacturers, Write at ence for 


free catalog Oppertunity, Box 47%, Chureh 
Street § Station, New York , ™ 
_____STAMPS FOR COLLECTORS 
FREE! FREE! FREE! 
COVER GUIDE <‘omplete details of U. &, 


Firat Day Covers trom Jan 2 1809 


to presen, 
Includes Guide aml ¢ilossary 


No obligat ton 


but WRITE TODAY as supply is limited. Tox 
FW 107, e/o The paren Weekly, 43 Vesey 
S.. New York 7, ) 


FR ER 8, ‘S a List, 


ele 26 St.. Daveide, 


GARDENING, PLANTS, TREES —__ 


os ee es ee 


Wr rite RR hana ” © Stamps, 
Y 


a toe 


it + AL TIFY yor ik (i: ARDEN with necrte: nm and 
traiitional fountain statuettes, bind hatha, 
ilials lLavingly exeeuter? by expert crafte@nen 
from authentic design= I'riees from $4.50. Send 
for catalog. Hex «RD 150, “pee 
Weeklv, 69 Vesey Street, . y. 


The 
New York 7 


BOOKS ¥ WAGATINGS 


oe NS ET 


BOOKS 


Old, Rare, Out of Print——-quickly, easily located, 
Keasonable, fast service. Pell us what you want. 
Write Bookinan, =; Box 479, Chureh Street 
“New York 73 cae 


Back Issue Magazines 


Tell us what uwanmt.” E . k.. Pa). Box 679. 
(Church St. Sta. N YY. 4 ». Y 


RABBITS 
START RAISING RABBITS COMMEMOLALLS 
For meat fur wool We teach vou. AMAZING 
PROFITS Semt $1 for tiuide Hook, niarket 
bulletin, price lists, hutch plans, ets Hialetet 
Federation, 200 Hurrell Bicdg., San Jone, Calit. 


BUSINESS TRAINING 
~ EXPORT ny MAIL “ORDER AT TOME. 
World Trade firm offers men and women plan 
for unlimited quick profit business from home; 
or travel abroad Bx rience unnecessary. Free 
tere. _ Mellinger, 712d, Law Angeles 24, alt, 


—— _- 


AGENTS. WANTED 


AMAZING ZUR aD ee gives ‘free nylons if “hose 
runs or sags within perad to 3 montha! Al 


weights inclixniing sheerest 60 gauge Not «old 
in stores, Cood tlousekeeping (iuarantee Seal. 
Nationally advertised. Aleo lingerte robes and 


full line men’s hose guaranteed | vear, Men amd 
women —earn wonderful steady income writing 
ortiers «pare or full time. No money or e speri- 
ence needed. We deltiver- collect. Posetaard brings 
vou free satuple stocking & money-making sales 
outfits. Kendex Co., Thalys lon 424, | y. 
MAN WITH! CAR. Would you like toe increase 
your weekly income 320 to $25 or more during 
your spare time supplying Rawleigh Preduects 
to Conspners’ Write Rawleigh’'«, Dep. L. 247- 
AMW, Fi eeport i} 

WHERE TO FLY 800,000 articles & nationally 
adivertised merchandise direet fram manufactur- 
em & Jobbers. FREER, “Buy Direct and Make 
igver Profite. "C laws FP vad c 0 , Elwood wv 6, Pa. 


on 


SALESWOMEN WANTED 


sheet ny ien hosiery, sistant, 
longer wearing Perfect personalfit,. Fast profits 
takinvorders. hush name forfree sample ¢ ooking, 
American Mills, Dept 7A'-37, Indianapoli«7, Ind, 
SALESMEN WANTED 


IN A WEEK & TAILOKNED 


— 


Ne “ ki med ol P Dav me 


; Mt IT for yourself withow paving one cent, 
VW ‘e for pian f’:emreda Talloring ("a., Dept. 
Z-*73. Comure & Throop, Chieage 7, Tb 


WANT TO GO ON A 
Shopping Spree ? 


Classified Opportunities that appear on 
this page offer you a wide selection of 
merchandise and services. You will find 
new, novel items, gifts, everyday needs— 
something for everybody in the family. 


Read The Classified Opportunities Above 


UPPOSING you were a bank employe and had 

decided to rob the bank where you worked. 
Supposing you were in a trusted position, like 
Richard Crowe, who absconded with $383,660 
from a New York City branch bank and is now, 
having pleaded guilty, serving a sentence of 
three years. Supposing you, too, had easy access 
to vast sums of money. 

What would be your chances of devising the 
perfect crime? Your prospects of avoiding ulti- 
mate apprehension? Here crime writer Peter 
Levins explores aul the possibilities and con- 
structs a typical situation in which there could 
be only one logical and inescapable conclusion. 

Read how Mr. Levins’ imaginary character, 
Brett Weston, finally came to that conclusion, 
after planning what seemed to be a “fool-proof” 
bank robbery. 


By Peter Levins 


Biccie WESTON all but laughed aloud in 
delighted anticipation as he envisioned the 
likely headlines: 

“Bank Cashier Absconds With $250,000 ... 
Trusted Employe Leaves No Trail ... Crime 
Perfectly Planned, Says Police Commissioner." 

The clock behind the bar said 4:10. It was 
Friday afternoon. In 50 minutes... 

It occurred to him that he should leave be- 
hind an explanation for his act. He would want 
the world to understand that his motive did not 
fall into one of the customary categories: trouble 
at home——-debts—-business difficulties. 

He would leave a note—perhaps in the rifled 
vault—-stating that fate had challenged him. 

Only a few days before, Richard Crowe, assis- 
tant manager of a bank branch on lower Broad- 
way, Manhattan, had been arrested in Florida 
after making a complete botch of his alleged 
robbery. Crowe was accused of fleeing with 
$193,660 in cash and $690,000 in bonds. He left 
an easily-followed trail from the start. His 
fellow citizens were amazed at reports of how 
he bungled the job. 

Why hadn’t he worked out a plan, everyone 
wanted to know? Surely, if he’d done this, and 
stuck to it, he would have stood an infinitely 
better chance of success. 

With a little intelligent forethought, he could 
have covered his tracks, shaken off pursuit, 
found a proper hideout, established a new iden- 
tity—and been safe. Then the world would, in 
a sense, have been at his mercy. 

He'd have been free of the past, and the 
future would have been his baby. In such a 
future, he could, if he felt like it, work at some- 
thing pleasant and interesting. He could travel, 
indulge his tastes and hobbies. He'd be in a 
position to enjoy all the things his previous life 
and income had not permitted. 

But most accounts indicated that he had 
apparently not used his head—-and fumbled the 
job so badly that some people actually felt sorry 
for him. | 

“It so happens that fate has presented me 
with precisely the opportunity that Crowe had,”’ 
Weston planned to write in his parting note. “I 
can pack a suitcase with cash, close the door of 
the bank behind me, and have the whole coming 
week-end in which to make my escape. 

“IT want it understood that therein lies my 
motive. I am not doing this because of trouble 
at home—my wife and I have always gotten 
along quite satisfactorily, and I have no com- 
plaint against her. Nor am I burdened with 
debts or difficulties of any kind. 

“Primarily my motive is simply this: I am 
going to show what Richard Crowe SHOULD 
have done.” 


EVERTHELESS, even as he envisioned this 

message, Weston had to admit that the idea 
of a pleasant escape from his present routine 
even from his good wife—-offered some very at- 
tractive possibilities. He was still on the sunny 
side of 40, good-looking enough, well educated, 
sociable. As the saying has it, there was nothing 
wrong with him that money wouldn't cure in 
that carefree land of romance and adventure 
he hoped he would presently inhabit. 

“Another rye and plain water, Steve,” he told 
the bartender, then settled down to some solid, 
realistic planning. 

Thus far he had been thinking in generalities; 
now he must particularize, work things out log- 
ically and sensibly--something Richard Crowe 
should certainly have done before he ever took 
his first irretraceable step. 

At 5 p. m., just 40 minutes hence, he would, 
without the slightest indication of secretiveness, 
re-enter the bank, get the suitcase out of his 
locker, and then pack in the fat bundles of cash 
—25,000 fives and 12,500 tens. Figuring 500 
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If Weston Went by Train, He Would 
Meet Railroad Employes and Even- 
tually Someone—Perhaps a Child— 
Would Ask, “Why Is Your Suitcase 

So Heavy?" isis 
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pieces of currency per pound, that would tota] 
about 75 pounds, a fairly hefty load. 

-- Then, having phoned his wife that he had to 
go to Chicago on a business matter, he would be 
on his way. 

- 'Weston took a sip of his drink and said to 
himself, “What next?” 

THE city? He rejected the city immediately as 

a place of refuge, although he realized that 
New York might be the last place they would 
expect to find him. Even so, he had far too much 
) t for his home-town police to take such a 

ance. He’d never dare register at a metro- 
politan hotel, where every employe would have 
his eye peeled; and a rooming house would, in 
some ways, be even riskier. Wasn't there a 
special police squad known as the Rooming 
House squad? 

His reasoning here led him to rule out anv 
large city as a hiding place—at least until he 
had definitely established his new identity. Bet- 
ter some smaller community, preferably one 
with a tradition of lawfulness. 

How about New England? Perhaps Maine? 

Suddenly he recalled the name of a town in 
Maine he had once noticed on a map. A very 
pleasant sounding name: Friendship. Friend- 
ship, Maine. 

He would go there. 

Now, how would he travel? 

Most certainly he would not go away in his 
own car. Nor would he buy a new one, as 
Crowe had done in Florida. 

Should he go by bus? Well, a bus seemed 
like an inconspicuous mode of travel, but on the 
other hand it might become a bit too intimate 
for comfort. Folks had a way of scraping up 
acquaintances on a long bus trip, and he would 
not want that. Nor, he realized, could he afford 


a bit pallid. He could stain lh. 

Also, he would change to a new, Broadway- 
cut, unbankerlike suit and new gabardine rain- 
coat now reposing in his suitcase in the bank. 


‘He would also don a flashy four-in-hand tie—a 


style of tie he had almost never worn since his 
college days. 

Would that change him enough—or too 
much? 

He would, of course, have to be careful about 
his handwriting. Also certain mannerisms. They 
could give a fellow away, too. 

Suddenly he noticed that he was again tap- 
ping the ice cube with his finger. 

Four-thirty ... 

In Friendship, Me., he would find a rooming 
house, posing as— 

Weston took a swallow of his drink, then 
stared down into the glass. Here was some- 
thing that called for some real concentration. 

What would he pose as? 

Would he pose as a businessman, and if so 
what would be his business? 

That idea offered so many complications that 
he discarded it at once. He didn’t know any- 
thing about any business but the banking busi- 
ness, and that, of course, was out. 

An invalid? .- That might do it. He could be 
convalescing from an illness, or an operation of 
some kind. How come he had decided to con- 
valesce in this particular town? Well, it was 
a healthy place, he’d heard; and besides, he 
liked the name. 

_ Abruptly it occurred to him, like a sharp 
slap in the face, that he would not receive any 
mail. He would have to have an explanation for 
that, of course. 

Could he say that his doctor had ordered 
him to isolate himself from all his former con- 
tacts? He’d had a nasty breakdown, say, and 


If You Could Steal $250,000 Without Being Caught in 
- the Act, Could You Make a Successful Escape? 
Could You Actually Get to Spend It? 


to be too close-mouthed. 

A plane got you places fast, of course, but 
he wouldn’t be in any hurry because (he ex- 
pected) nobody would be after him before Mon- 
day morning. Apart from that, he would prefer 
to avoid those exposed moments at the airport 
while he waited to go aboard, and while he 
walked, within the view of so many spectators, 
to-the small open door of the plane. 


F  ieghadhabcr yes thing—on either bus or plane he 
would be separated from his suitcase. That 
wouldn't be so good. Suppose there were some 
mix-up, and he had to prove ownership? “If 
you can identify the contents, sir, why that 
would, of course, simplify matters considerably.” 

He would go by train. 

Weston tapped the chunk of ice in his glass 
and debated whether it would be better to buy a 
through ticket to Boston, or to break up the trip 
in a series of short jumps. Each method seemed 
to have both advantages and disadvantages. 

On.a long trip, the same conductor would see 
him fairly frequently, and perhaps become rather 
familiar with his appearance. That would not 
be so good, yet if he made several stops and 
change-overs he would encounter a-whole series 
of railroad employes. All the time he would 
have to be carrying his bag. 

He decided — not too happily——to buy a 
through ticket, then keep his face hidden as 
much as possible without actually overdoing it. 

Would he know when he was overdoing it? 

That brought him to the matter of disguise. 

Naturally, the police would send out a com- 
plete description of him. However, he planned 
to get himself settled in a hideout before that 
information became public, and it might be that 
no one would recall seeing a man of his descrip- 
tion during his getaway. Even so, he would do 
something about altering his appearance. 

Fortunately, he had a close-clipped mustache 
which he could shave off in Grand Central 
Terminal. As his face was fairly well tanned, 
he realized that this would leave his lip looking 
THE AMERICAN WEEKLY 
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the cure consisted largely in this complete escape 
from the activities, associations, and environ- 
ment of his recent past. 

But someone might ask — perhaps only a 
curious child might put this question: Didn't he 
even hear from his doctor? 

He would have to say no; that the doctor 
expected to hear from him once or twice a month 
—just a word how he was doing. 

Meanwhile, how would he spend his time? 

Naturally, he would have to be very careful 
not to attract attention to himself by any kind 
of extravagance. He would open a small account 
in the local bank, and spend only a few dollars 
a week over his room and board. He would keep 
pretty much to himself, but not too much. He 
would be “lying low” but he must never give the 
appearance of doing so. He would have to be on 
his guard for a long time. 

Would he try to get some kind of job? 


A JOB, certainly, would be a godsend, not only 
as something to keep him occupied but as a 
long step toward the fabrication of a new iden- 
tity. But now, sitting: in this barroom around 
the corner from the bank, Brett Weston fore- 
saw a number of difficulties. 

For one thing, what would he say when a 
prospective employer asked him for his social 
security number? 

Could he say that he’d never had a security 
number? If so, what sort of work had he done 
in the past? 

Say he didn’t need a number. Then, like as 
not, he would need references. Did he have a 
letter from his last employer? If not, what was 
the name of his last employer? 

Might there not be some place where they 
wouldn’t ask embarrassing questions? What 
about a filling station? He was sure he’d do all 
right in work like that—he even knew quite 
bit about cars. ° 

But that would be a pretty conspicuous sort 


Painted by GEORGE MAYERS 


of job. People always coming and going. Car 
radios blaring—broadcasting alarms, like 
as not... Have you seen this man? Age 42, 
weight about 175, height 5-10. Blue eyes, with 
small scar under left eye. Small, even teeth. 
Brown, curly hair, a bit gray above the ears. 
Soft, cultured voice ... This man is wanted for 
grand larceny ... We repeat: Have you— 

Weston shivered. 

He might retreat even farther into the coun- 
try—to a farm, say. 

Then what? A farmer would take one look 
at his soft, uncalloused hands and say, “You 
don't belong on a farm, son. You're a town 
feller.” And maybe at the same time the farmer 
would be thinking to himself: What’s he run- 
ning away from? 


ESIDES, what about the money? Where would 
he keep it on a farm? Séoner or later, 
someone—-again it might be only a child——would 
be bound to say, “Why is your suitcase always 
closed? Why is it always so heavy?” , 
Weston, thinking about that, retraced his way 
—in some panic—back to the rooming house. 
He saw that it would be a great risk to keep 


. the suitcase in his room. A thing no one ever 


saw opened, yet apparently always packed. 

Why would he be keeping stuff in the suit- 
case rather than in the bureau drawers and 
clothes closet? For that matter, there might 
be book shelves in the room, too. 

Weston took out his handkerchief, slowly 
wiped his forehead and the palms of his hands, 
and considered other possible hiding places for 
his 75 pounds of currency. 

The room might have a loose floor board he 
could pry up while no one was within earshot. 
He might secrete the money there, carefully re- 
placing the board. 

But could he be sure no one would notice that 
the floor had been tampered with? And could 
he be sure that he would always replace the 
board properly? Here was another possibility— 

Say he conceals the money under the floor. 
Say he returns to the house some afternoon after 
a stroll into the country. The landlady meets 
him out front. 

“Oh, Mr.———,”’ she says, using his new name, 
“my cousin Sarah from Rockport has come 
here to live.. Her family used to own this house’ 
—-as I may have told you. She said she’d never 
be able to sleep anywhere but in her own room, 

‘“‘So-——I was sure you wouldn’t mind—I’ve put 
her in your room.” Wouldn’t that be nice! 

Suppose, then, he buried the money some 
place not too inconvenient. It would have to be 
a secluded spot, not likely to be disturbed. A 
graveyard? 

Again he saw risks. Even if he went there 
in the dead: of night, he might be observed. 

Or he might be followed. 

Weston thought what a help it would be to 
have someone else handle the money. Keep it in 
some secure place. Send him small amounts 
from time to time. What a relief that would be! 

But he had no illusions about that. It would 
mean having a confederate. He shivered to think 
what might happen were he to subject himself 
to such a partnership. He'd be a perfect target 
for blackmail, 


yyaton saw, plain enough, that once you 
got away from the generalities, you ran 
into Reality. Everywhere there were risks — 
blind alleys—traps. The world would not be at 
his mercy. Quite the opposite, _ 

He must reconcile himself to the realities— 

He would not be able to work at something 
pleasant and interesting. He could not travel, 
indulge his tastes and hobbies. He would not be 
in a position to enjoy all the things his previous 
life and income had not permitted, 

He must not deceive himself. 
this realistically: 

A stranger arrives in that small town the day 
after the crime. 

He carries a suitcase containing something 
rather solid and heavy. 

He is not dressed like in the description, but 
otherwise there’s a resemblance. Age. Weight. 
Height. Eyes with small scar. Hair. Voice. 

No, no. That was out, but definitely. He 
would not go to Friendship, Me., nor anywhere 
else. He would stay right here in New York. 

Weston let himself into his apartment on W. 
12th St. at 5:30. He left the suitcase in the hall, 
responded to a greeting from his wife, who was 
in the kitchen, then went into the bedroom for 
his slippers and corduroy jacket. A little later 
he was standing by the suitcase in the hall. 

“I was thinking this afternoon about that 
fellow Crowe,” he said. “I was thinking what he 
should have done.” 

“No need to tell me what he should have 
done,” his wife called back from the kitchen. 
“He shouki have left that money alone!” 

Weston grinned, then flung open the suitcase, 
empty except for a flashy new suit and raincoat. 


He must see 


Next week another story from the Album of 
Famous Mysteries. 
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"Serve homemade 


' Just-add sugar 
and water to 

i Apple Pyequick 
L 


Choice apple slices, 
(quick-dried and ready to use) 
Spice and pie crust mix, 

all in this 1 package 


Pye ailick 


ADPLE SLICES & PIECRUST MIX 


General Mills 


How to give 


QUICK 
REST 


to tired eyes 


Just put two drops of soothing 
Murine in each eye. Instantly 
they feel refreshed, ready for 
work or play. Murine, a scien- 
tific blend a seven ingredients, 
cleanses your eyes quickly, 
surely —yet gently as a tear. 
Easy to use, economical. Get 
Murine today—use it whenever 
your eyes feel tired. 


_ MURINE 


FOR YOUR EYES 


| HAVE 
NEW FACE? 


A fascinating 
new appearance 

that may change your entire 
life can be easily yours. The different 
action of Mercolized Wax Cream 
gently clears, brightens coarsened, 
freckled, lifeless skin—revealing 

it lighter, sitkier. Blackheads are 
loosened and removed. The skin so 
much softer, fresher, younger and 
firmer looking. Your foce looks 
ravishing. Mercolized Wax Cream 
has beautified millions of women. 
Sold for nearly 40 yeors at 
cosmetic counters everywhere. 


Dept. A-5, 2350 Clybourn Ave., 
Chicage 14, ihnen 
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ERE is a good dinner 
menu to get you off to 
a flying start for 1950. 

Start with the easy hors 
d'oeuvres listed below. Then 
goon to dinner, featuring 
a beautifully browned 
sweet tasting crown roast 
of pork, decorated for the 
occasion. 

Glazed vegetables and 
cinnamon apples are nat- 
urals with your roast, or 
try corn pudding and 
black-eyed peas, the latter, 
according to superstition, 
is supposed to bring luck 
on this first day of the 
year. Add to this hot Sally 
Lunns, as a variation from 
the usual type of muffin. 

Top off your festive din- 
ner with our crumb-topped 
apple mince pie dessert. 


Hors D'Oeuvre Quickies 
Salted Nuts 
Pickled Onions or Olives 
Assorted Cheeses Pretzels 
Cheese Popcorn 
Potato Chips Sprinkled 
With Grated Cheese 
and Broiled. 
Pineapple Chunks on 
Toothpicks 
Pickle Slices Spread With 
Cream Cheese 
Cheese Spreads on 
Crackers 
Crown Roast of Pork 

Two or more rib _ sec- 
tions, shaped into a crown. 
Meat is cut from ends of 
rib bones in buying, allow 
2 or 3 ribs per person. 
Protect ends of bones with 
cubes of bread over top of 
each rib, remove before 
serving. Sprinkle with 
salt, pepper; place on rack 
in uncovered roasting pan. 
Do not add water or 
sprinkle with flour. Roast 
in an oven of 350° F. until 
well done. Allow 25 to 30 
min. per lb. Transfer to 
hot platter, fill center with 
molasses glazed vegetables 
and decorate tops of ribs 
with paper frills. Serves 4. 
Tomato Bilack-Eyed Peas 

2 cups dried black-eyed 

peas : 

1 qt. cold water 

2 tsps. salt 
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4 tsp. pepper 

2 oz. sliced fat salt pork 

4 peeled, small white 

onions 

2 tomatoes, cut up 

Soak washed peas in 
cold water overnight. 
Drain, measuring water, 
adding enough to make 4 
cups. Add to peas with 
rest of ingredients but 
tomatoes. Cover; bring to 
boil; simmer about 1 hr. 
and 10 min.; when tender 
add tomatoes, boil up and 
serve. Serves 4, 


Glazed Carrots 
1 bunch of -carrots 
1, tsp. salt 
3 tbsps. molasses 
1'% tsps. hot water 
3 tbsps. butter or 
margarine 
Scrape carrots and par- 
boil about 20 min. Place 
in baking dish and sprinkle 
with salt. Sprinkle over 
the molasses water com- 
bination and dot with 
butter. Place under broiler 
until browned. 


Glazed Onions 
6 small. onions 
1, tsp. salt 
3 tbsps. molasses 
1'; tsps. hot water 
3 tbsps. butter or 
margarine 
Peel onions and parboil 
about 20 min. Place in 
baking dish and sprinkle 
with salt, then. sprinkle 
with molasses water com- 
bination. Dot with butter 
and place under broiler 
until browned. 
Rosy Cinnamon Apples 
1 cup red cinnamon 
candies 
22%, cups boiling water 
8 small pared, cored 
baking apples 
1, cup granulated sugar 
Dissolve candies in boil- 
ing water in sauce pan. 
Add apples. Simmer until 
tender. Turning often. Re- 
move to shallow dish. Add 


f Se 


Amy Alden may be ad- 
at The 


American 
Weekly, P. O. Box 221, Wall 
ores Station, New York 5, 
Send stamped, self- 
a haineuel envelope. 
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Luscious Crowa Roast of 
Pork With Good Glazed 
Vegetables. 


sugar to syrup; boil 3 mim 
Pour over apples, turning 
to glaze each. Cool and 
serve with roast of pork. 


Corn Pudding 
1 pkg. frozen whole 
kernel corn, thawed 
112 tsps. salt 
1% cups light cream 
Combine corn with salt 
and cream; pour into but- 
tered 1'% qt. casserole. 
Bake in oven of 350° F, 
1 hr. Serve hot with but- 
ter. Serves 4. 


Sally Lunn 
2 cups sifted all-purpose 
flour 
3 tsps. baking powder 
34 tsp. salt 
ly cup shortening 
» Cup granulated sugar 
2 eggs, well beaten 
1 cup milk 
Sift first 3 ingredients. 
Work | shortening’ with 
spoon until.creamy; and 
sugar, work until light. 
Mix eggs, milk. Add flour 
alternately with egg mix- 
ture to sugar mixture. 
Turn into 2 greased 8”x8”x 
2” pans. Bake in oven of 
425° F. 20-25 min. Serve 
hot in squares. Makes 16. 
Crumb Topped 
Mince Pie 
Unbaked 9” pie shell 
Crumbly Crust 


», Mousehold 


mandc 


By Cong Chan) 


Topping 

3 sliced, pared, cored 
apples 

2 cups prepared mince 
meat 


Make pie shell with 
fluted edge. Chill. | Slice 
apples into pie shell; top 
with mincemeat. Sprinkle 
on crumb topping. Bake 
in coven of 425° F. 30 to 35 
min., or until apples are 
tender. 

Crumbly Crust— 
14 cup brown sugar, 
firmly packed 

1, cup butter or 

margarine 

is cup sifted flour 

4 tsp. cinnamon 

‘Blend ingredients with 
fork until butter is size of 
peas. Sprinkle over pie, 
but not on rim of plate. 
Bake as directed. 


Mincemeat 


1 lb. chuck beef, cut up 
2 lbs. quartered, cored, 
pared tart apples 


22% cups seeded raisins 
214 cups currants 

l, Ib. citron 

1 


1 
; lb. ground suet 
2 tsps. salt 
1 tbsp. nutmeg 
2 cups granulated sugar 
1 cup strong coffee 
Beverage 
1 tbsp. powdered cloves 
1 tbsp. cinnamon 

1 cup meat liquor 

Cook meat, in _ boiling 
water to cover, covered, 
until tender; cool in meat 
liquor. Put meat through 
food chopper, saving 1 cup 
liquor. Put next 4 ingre- 
dients through meat chop- 
per. Add ground meat, 
suet and rest of ingredi- 
ents. Simmer, uncovered, 
1 hr. stirring often to pre- 
vent burning. Pour at once 
into clean hot jars. Adjust 
covers as_ directed by 
manufacturer. Set on wire 


rack in deep, covered ket- 


tle with boiling water to 
cover tops at least 1”. 
Process 30 min., counting 
time from moment active 
boiling resumes. Remove; 
immediately adjust seal 
according to directions. 
Makes about 5 pints. Store 
in a cool dry place or make 
up into pies and use as 
needed. 
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MAYBE THERE’S MONEY 
WAITING FOR YOU! 


In the Classified Opportu- 
nities column in this issue of 
The American Weekly is a 
list of names of persons who 
have unclaimed bank de- 
posits. Since this listing first 
appeared in the September 
11, 1949 issue more than a 
hundred persons have lo- 
cated money they had for- 
gotten. Maybe your name 
or a friend’s name appears 
in this issue. Turn to Classi- 
fied Opportunities now — 
maybe you have forgotten 
money. 


RELIEVES 
HEADACHE 
NEURALGIA 
NEURITIS PAIN 


Here’s Why... 

Anacin® is like a 

doctor’s prescription. That is, it 
contains not one but a combina- 
tion of medically proved ingre- 
dients that are specially com- 
pounded to give FAST, LONG 
LASTING relief, Don’t wait. Buy 
Anacin today. 
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The Epicure 
LOBSTER A L'AMERICAINE 
By CLARENCE HYDE 


FOR YEARS steak and lobster dinners have been the 
top favorites when Americans go dining. Practically 


every menu features broiled live lobster, lobster Ther- . 


midor, lobster Newburg, fried lobster and lobster salad. 
besides a few other traditional dishes. Nevertheless. 
no one of late has come up with a revolutionary lobster 
dish that would rival! 
Thermidor, Newburg and 
broiled live lobster. 

So, a year ago I decided 
to tour the United States 
and Europe to discuss with 
the leading chefs the pos- 
Sibility of creating a new 
Way of preparing lobster 
that would rank with the 
leading traditional meth- 
ods of serving lobster. 

After screening all the 
ideas submitted to me by 
these chefs we came up 
with a delicacy we call 
“Lobster a l'Americaine.”’ 
Here is how to prepare the 
dish. 


Clarence "Cy" Hyde, Presi- 


dent and General Mana- 
2 lbs. lobster ger of Boston's Hotel 
cup olive oil Touraine, Spends Nine 


1 
5 oz. brandy Months of the Year Travel- 


l Ib. vegetable ing About the World Col- 
shortening (or half lecting Unique Recipes. 
butter, half 


shortening ) wash thoroughly in fresh 


1 cup diced celery water. Heat the olive oil, 
1 cup diced carrots add the lobster meat and 
1 cup diced onions brandy, and cook until it 
1 cup diced fresh acquires a_ flame. Add 
tomatoes shortening, celery, carrots, 
1 cup chicken onion, tomatoes, season to 
consomme taste and simmer 


slowly 


1, cup flour for 25 minutes. Add con- 


“Cash andCarry” 


Without Painful Backache 


Many sufferers relieve nagging backache 
quickly, once they discover that the real 
cause of their trouble may be tired kidneys. 
The kidneys are Nature’s chief way of 
taking the excess acids and waste out of 
the blood. : 

When disorder of kidney function permits 
poisonous matter to remain in your blood, 
it may cause nagging backache, rheumatic 
pains, leg pains, loss of pep and energy, 
getting up nights, swelling, puffiness un- 
Ger the eyes, headaches and dizziness. 

Don’t wait! Ask your druggist for Dean’s | 
Pills, a stimulant diuretic, used successfully | 
by millions for over 50 years. Doan’s give) 
happy relief and will help the 15 miles of | 
kidney tubes flush out poisonous waste | 
from your blood. Get Doan’s Pills. 
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Praises Cuticura for | 
Relieving Daughters 
Distress 


“Hf this letter will help others, use it,” writes 
a grateful mother. When her child was cov- 
€red with eczema— and after trying many 
preparations—Cuticura Soap and Ointment 
completely relieved the distress. Buy at your 
druggist. FREE Ointment sample, write 
Cuticura, Dept. A-287, Malden 48, Mass. 


7 oz. sherry 

Remove meat from lob- 
ster shell; split the head 
in two sections and the 
body in three sections; cut 
the claws in pieces and 


somme; add flour and stir 


until well blended, then 
add sherry. 
serve very hot, _§gar- 


nished with chopped pars- 
ley. Serves four. 
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Patterns 


3896 — ONE YARD WON 
DER blouse! Tops in mix ‘n’ 
match ideas. Just one main 


piece. Sizes 10, 12, 14, 16, 18. 
Slouse takes one yard 54- 
inch fabric. 

3831 — Convenient—wraps 
over at back. Easy to sew, 
iron. Sizes 12-20; 40. Size 


16, 4'4 yards 35-inch fabric. 


3836 — Cute little apron 
trick! Useful details given. 
Sizes small (14-16), medium 
(18-20), large (40-42). Small 
size takes 1% yards 35-inch 
material. 


Price of each pattern 
TWENTY CENTS (in coins). 
Print plainly SIZES, STYLE 
NUMBERS, NAME, AD- 
DRESS, ZONE. Send orders 


‘ Pattern Department, 
PrP. O. Box 165, Old Chelsea 
Station, New York Il, N. Y. 
or P. O. Box 5038, Chicage 
80, Illinois. 


(Ilse address nearest you) 


—__ | 
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| “Yes...1 Condemned 
The Catholic Ch 


urch!” 
I 


“And you would, too,” wrote a 


non-Catholic recently, “if all the 
things I heard about it were true. 

“For years, I kept hearing that 
the Catholic Church was op- 
posed to the Bible and tried to 
suppress it. I was told that the 


Church had changed Christ's 
teaching and practiced pagan 
forms of worship. It was told to 
me that Catholics worship stat- 
ues and images...that the bish- 
ops and priests seek political 
power...that the Catholic 
Church defied God's law and 
changed the Sabbath. 


“But now I have learned that 


these stories and many others 


about the Catholic Church are 
not true—and never were?’ 
Every day, thousands of our 
non-Catholic friends and neigh- 
bors are discovering, as this man 
did... that Catholic belief, wor- 
ship and history are widely mis- 
represented and misunderstood. 
That is why we publish these 
advertisements...and invite you 
ro write for free explanatory 


pamphlets. We want you to 


' know us as we are—not as false 


rumors and slanders represent us 
to be. We want you to know... 
if only for your own information 
Catholic Church 


... what the 


actually teaches, and what we 


Catholics actually believe. 


This enables you to get au- 
thentic information about the 
Catholic Church—to investigate 
in the privacy of your own home. 
Then...even though you may 


not agree with Catholic beliefs 


SUPREME <“ 


and practices ... you will at least 
understand them. Only then will 
you be able fairly and in good 
conscience to judge our Faith 
and what it is founded upon. 


But more than truth and fair- 
ness are involved. For if it is true 
...as we claim it is... that the 
Catholic Church is the Church 
established by Christ, it is vital 
to your salvation that 4you in- 
vestigate the genuineness of this 
claim. That is why we publish 
these messages. That is why we 
are happy to send you... without 
cost or obligation... authentic 
information about the Catholic 
religion on which to form your 


judgment. 
« | An interesting 


: es pamphlet to read 
in the privacy of 
your home. It explains Catholic 
teaching on such matters as divorce 
— mixed marriages — gambling and 
drinking —why Catholics do not at- 
tend non-Catholic worship—and an- 
swers many of the false rumors you 
hear about the Catholic Church. No 
cost—no obligation. Write today— 
ask for Pamphlet No. 15-A, 


= COUNCIL 


WZ, 
KIMIGHTSo “COLUMBUS 
RELIGIOUS INFORMATION BUREAU 


4422 LINDELL BLVD. 


ST. LOUIS 8, MISSOURI 


Quiz No. 3 


How much does it cost to adver- 
tise a pair of shoes? Is it $2? $3? $5? 


Answer: Less than 7¢ of each 
dollar you pay covers both the man- 
ufacturer’s and retailer’s advertising. 


That’s only half the story. Adver- 

tising lowers your cost two ways: 

Cuts the selling costs. And by helping make mass production 
possible, lowers the production costs, too. 

So advertising saves you many times that 7¢ per dollar. 
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Mothers 


Reported by 


Mra Mau Erber 


(Mother of 5) 


. Small Helpings Help Appetites 
: Grow So-o-o Big! 


Never overload baby’s dish say feeding experts. 
Even when he’s old enough for Junior Foods, small 


portions cut down coaxing, help build up appetites. 


Here’s the easy way! Get Gerber’s Junior Foods 
(same size container as the Strained). It encourages 
baby to eat small helpings of several True-Flavor 
Gerber’s at each meal. And that variety is good for 
Junior. 


Ahhh! TRUE-Flavor certainly makes a big difference. 
Years of making nothing but baby foods have taught 
us how to retain the true, fresh flavor of first-rate 
fruits, vegetables and meats. 


And, just-right Texture! Baby’s sure to get that too. 
From starting Cereals through Junior Foods, Gerber’s 
have Perfected-Texture which pleases babies and 


doctors. Even the new meats have it! 


erbers 


BABY FOODS 
Fremont, Mich. 


pm 
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-* Babies are our business ...our only business! 


x 


/ 


| Box 4 
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A WARM WELCOME awaits all 
suggestions for Mothers 
Club News. Moms every- 
where will be glad for your 
hints in the column just as 
you appreciate theirs. So 
send your ideas to the above 
address. 


EASY CHAIR MAKES 
FEEDING EASIER 


Baby enjoys his bottle—or 
spoon-fed foods far more if 
you're comfortably settled. 
*‘y" ° 

The less you squirm, the 
better he eats! 


SPEAKING OF FOOD: Menu- 
planning for Baby’s so easy 
with Gerber’s. No other baby 
foods offer such complete, 
good-tasting and nourishing 
variety. 3 Cereals, 21 
Strained Foods, 15 Junior 
Foods and—3 Strained 
Meats, 3 Junior Meats. All 


ready to serve! 


CRIB TIPS 


Baby spends so much time 
in his bed, you want to be 
sure he’s comfy as can be. 
Here are some tips. 


Avoid drafts. Place Baby’s 
crib where there's plenty of 
fresh air but no dangerous 
cross-Currents. 


| 


Waterproof sheeting should 
be large enough to cover the 
whole mattress. A material 
that can be boiled heips 
avoid diaper rash. 


Mattress pads should be 
washed fairly often. If 
stained, soak the pad in 
clear, cool water for half an 
hour before washing with 
thick suds. 


Blankets should be light-but- 
warm. It’s better to have sev- 
eral of these than one heavy 
blanket so you can easily 
adjust the amount of cover- 
ing to the room temperature. 


FREE “EATS.” Send for sam- 
ples of Gerber’s 3 ready-to- 
serve Cereals. Babies like 
them—right™from the very 
start. Write to Dept. Aaw12-9, 
Fremont, Mich. 


All 45 Gerber’s are accepted 
by the Council on Foods 


and Nutrition of the 
American Medical eS 
Association. =: 
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HAT to take on a week-end trip is always 
W: problem. How can you be well dressed 
for the three days, taking only the smallest 
overnight bags, ask a number of college and busi- 


ness girls planning a gay week- 


ender. 


We claim you can go in a 
and be well 
occasion all 


good basic suit, 
dressed for any 
week end long. 


Wear the suit 
traveling Friday 
night. With it use 
a plain necked 


suit. 


around 


feet. 


course, 
pumps. 


silk scarf. 
ends 
make an 
handbag. 


If it 


but that trip home. 


The only thing you 
carry in your suitcase 
are your’ underthings, 
the dress-up blouse, 
sport shoes, _ slippers, 
scarf and belt, hairbrush 
and comb and _  tooth- 
brushes and naturally 
your usual supply of 
cosmetics. 

That’s what's called 
traveling light. 


scatter pins on 
the lapel of your 


For Saturday 
leave your suit 
jacket in the clos- 
et. In the day- 
time, tie a chiffon 
or silk scarf 
the neck 

of your jersey 
blouse. Put a belt 
‘around your waist 
and place casual . 
shoes on your 
You are 
ready for almost 
anything from a 
walk through the 
woods to a quiet 
day in the house. 


On Sunday,. put 
on your suit again. 
buttons high 
enough, don’t wear 
your blouse, put on 
a necklace. 
your scatter pins at 
the side of 
beret and you are 
not only ready for 
church and dinner 


Send for Glamour 


Class Booklet 


A handy illus- 
trated booklet, con- 
taining this maga- 
zine’s series of 
articles, “Any Wo- 
man Can Be Beau- 
tiful,’’ may be 
obtained by send- 
_— your name, 
address and 20 
cents (in stamps or 
coin) for each — 
desired to The 
American Weekly, 


wool jersey P.O. Box 745, 
Church St., Station, 

blouse, a beret, New York 7, N. Y. 

and a pair of plain 

pumps. Put two 


= 


For that Saturday night date, wear 
your dressiest blouse, 
strapless shown here or a formal 
sweater with your 
your plain 
Roll 
necessary cosmetics 
in your chiffon or 
Tie the 
together to 
evening 


perhaps the 


skirt, ‘and, of 


"2 


your 


Fasten 


your t 
/\ Ss 3 
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Sally Young may be ad- 
dressed at The American 
Weekly, P.O. Box 221, Wall 
Street Station, New York 5, 
N. ¥. Send stamped, self- 
addressed envelope. 


Mark the charts desired. 


) Flattering New Make-Up 
) Teen-Age Cosmetics 

3) How to Beautify Your 
Eves 


(1 
(2 


~ 


0 

0 

Oo 

O (4) 

O (5) How to Reduce Fat Legs 

a (6) Glamourize Your Hair 
Beautiful 

O (8) American Weekly’s 

ee Diet 
0 (9) Streamlining Exercises 


ST. & NO.... 


Whittle Down Your Waist 


(7) How to Make Your Hands 


SEND FOR THESE CHARTS! 


Send five cents. IN STAMPS OR 
COIN for EACH chart to Women's Service Bureau, The Ameri- 
can Weekly, P.O. Box 382, Church St. Station, New York 7, N. Y, 


BEAUTY 


O (10) How to Get Rid of 
Unwanted Hair 
0 ) Hair Styles for You 
3) ) Beauty Hints From 
Hollywood No. I 
0 (17) Oily Skin Problems 
QO (18) Dry Skin Remedies 
QO (19) Beauty Hints From 
Hollywood No.2 + 
O (20) Latest Fall Hair 
Fashions 
O(114)Calorie List 
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N° MATTER how much 
planning you think you 
have done, there are always. 
last-minute ideas to work 
out on Christmas Day. 

If you are having a big 
family gathering, fix an 
overflow table for the chil- 
dren. Make a fringed trim- 
ming for the tablecloth by 
cutting two lengths of red 
crepe paper 8 inches wide. 
Sew them together along 
the top with long running 
stitches and cut fringe with 
scissors. Use this as a fes- 
toon along the side of the 
table, .placing a large ro- 
sette of green ribbon at 
each end and in the center 
as shown in the sketch. 

Santa's Chimney 
OVER a cardboard car- 
ton with small brick 

crepe paper. Paste a strip 
of cotton 5 inches wide to 
top edge of chimney and 
pull down the edge of the 
cotton at intervals to resem- 
ble icicles. Fill the chim- 
ney with small presents. 


_ 


The candy cane decora- 
tion shown in the illustra- 
tion can be made at the 


0 (22) Personal Laundry 
Problems 

0(23)Sewing for the Nursery 

0 (24) How to Braid a Rag Rug 

0(26) Dress Up Your Closets 

0(27)Sewing-Machine Rugs 

0 (28) Decorating Your Bedroom 

0:(31)How to Make Lampshades 

0(32)Playroom Plans 

0(33) Wedding and Shower 
Decorations 
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SEND FOR THESE CHARTS! 


Mark the charts desired. Se : | 
COIN for EACH chart to Womens eine IN STAMPS OR 


can Weekly, P. O. Box 382, Church St. Statice 
HOUSEHOLD 


Bureau, The Ameri- 
n; New York 7, N. Y. 


GO (34) Replanning Kitchens 
0(35)Hew to Remove Stains 
0 (36) Tie a Pretty 
0 (37) Housekeeping Pointers 
0 (38) Decorating Your Home 
O(39)Sewing Slipcovers 

0 (40) Your sement 

0 (41) Home Dressmaking 

O 


Hints 
(42) seaman Clothes That 
“it 
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3133—Favorite pineapple de- 
sign in a new doily set. Se many 
uses, 80 easy to ie. Directions 
for two sizes. 

3123—Make your kitchen lin- 
ens prettier with these Sunbon- 
net GIiFis! It’s the easiest pos- 
sible embroidery. Transfer of 
six motifs 6 x 6% inches. 
tions are included. 

3181 — Flewer crochet in a 
square to make the accessory 
you’ve dreamt of.. . spread, 


Direc- 


cleth, searf. Quick crochet in a 
simple design. Concise direc- 
tions. 


Price of each pattern 
TWENTY CENTS (in coins). 
Print plainly STYLE NUMBERS, 
NAME. ADDRESS, ZONE. Send 
orders to: THE AMERICAN 
WEEKLY, Pattern Department, 


P. O. Bex 55, Old Chelsea Sta- 
tion, Mew York 11, N. Y. or 
P. O. x 5038, Chicago 80, Ill- 


ineois. 
(Use address nearest youu.) 
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last minute with odd bits 
of Christmas materials. 
Cut a cane from light- 
weight white cardboard 
15 inches high and 1% 
inches wide, Cut a strip 
of red crepe paper 1}, 
inches wide and wrap it 
around the cane candy- 
stick fashion. Stretch the 
paper while wrapping and 
paste down ends. Cross two 
of these canes and tie with 
a green ribbon rosette bow, 


Fasten two blue Christmas — 


balls or several silver bells 
in the center of the bow 
and use as a centerpiece or 
wall decoration. 


Other Decorations 
| EFT-OVER tree orna- 

ments can be piled in a 
basket or bowl. Or you can 
hang them on a branch of 
fir placed in a narrow vase. 

Arrange clusters of 
limes, lemons, purple 
grapes and red apples with 
pine cones and greens. 

Hang your prettiest 
Christmas cards on the 
branches of your tree, fas- 
tened in place with trans- 
parent cellophane tape. 

Christmas Wrappings 
et you have opened 

your gifts, don’t throw 
away the wrappings. There 
are many ways in which 
you can use them, after 
they have been pressed 
with a warm iron and 
press cloth. 

Make a patchwork screen 
by covering a folding screen 
with an assortment of 
wrappings, cut in various 
Shapes and sizes. ~ Glue 
them over the entire area 
and cover with a coating 
of clear shellac. Use this 
same idea for making 
scrapbook covers or cover- 
ing lampshades. 

Yuletide wrappings make 
good mats for pictures. Cut 
a piece of cardboard sev- 
eral inches larger in size 
than the picture you want 
to use and paste one of the 

* papers over it. Then paste 
the picture in the center 
of ghis and your picture is 
ready for framing. 

The little angels on gift 
wrappings can be cut out 
and used to decorate the 
furniture in a child’s room. 


Deris Denison may be ad- 


ressed at e American 
Weekly, P. O. Bex 221, Wall 
Street Station, New York 5, 
N. Y¥Y. Send stamped, self- 
addressed envelope. 
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Gay parties, rich foods and 


sparkling liquids help make the 
Yuletide season happy. But too 
/much of them also causes acid 
‘indigestion, which can rob you 
of sleep. So when necegsary, 
before you go te bed at night, 


Acid indigestion and 


wonderful New Year, ahead. 


Liquid Phillips’ is available in 


75¢, 50¢ and 25¢ bottles. Phillips’ 
Tablets in $1.00, 50¢ and 25¢ sizes. 
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take Phillips’ Milk of Magnesia. 


Rated among the fastest, most 
effective stomach acid neutral- 
izers known, Phillips’ relieves 
your acidity so quickly you're 
soon sleeping like a baby... thor- 
oughly, restfully—all night long. 


constipation fre- 
quently come together. And because 
Double-Action Phillips’ Milk of Magnesia 
is an excellent /axative as well as a marvel- 
ous antacid, it helps you awaken in the 
morning to gentle, effective constipation 
relief. As a result, you feel bright and re- 
freshed—ready and eager for the day, the 
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TEAMWORK WINS! Al! Regular Army men enjoy top-notch 


sports facilities . . . for ° 
teamw wall ae alert, go 


1 .rmv knovvs that athletics develop 
‘ nealth. Today’s soldier is 


fit 
opportunities to develop in other ways 
...in ability to assume responsibility! 


-takes pride in staying that way. And he also has many 


. in skill, experience 


_ 
— 2 
>, 7 
. 
Z , 
ae 
o -: 


‘eT Bee 4 


AN ARMY OF EXPERTS: Today cvery Army division requires 


nany fields. They advance steadily 
in rank ead pay. Top NCO’s become warrant officers. 


well-trained specialists in 1 


~ 


Army. life: interesting, vigorous, secure... 


it offers important duty, great opportunities 


Tee Cees 


TRAVEL, TOO! New languages, century-old customs, colorful 
cities! The career soldier vacations at world-famous spots 
while representing Uncle Sam abroad. 


EDUCATION WITH PAY! The Army's tech school and appren- 


tice training system give soldiers free instruction in valuable 
trades. Able men better themselves fast. 
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REAL RESPONSIBILITY: Whether in training, administration 
or technical work... Army noncoms have important jobs 
with opportunity to exercise initiative and judgment. 


PROUD MOMENT! This recruit has passed new and tougher 
Army entrance tests. 


security, retirement 
x 4 
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. . qualified for a career that’s tops in 


benefits ... advancement. adventure’ 
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SOME FUN! Dances, dramatics, hobbies, clubs! Professional 


soldiers today have fine opportunities for off-duty relaxation. 
Recreation facilities are the best. 


FIND OUT today how you can build a better future, in the 
Regular CAREER Army. Today’s soldiers are proud of their 
profession ...and the men with whom they serve! 
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Fer Full 
Information 
Visit Your 


U.S. ARMY 


and 
U.S. 
AIR FORCE 


Reerviting Office 


~ AMERICA’S FINEST U.S. ARMY CAREERS! 
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TH’ PECULIAR THING AN! TO THINK= HE ; I QUGHT TO DROP IN AT 
I5-SHE'S ALWAYS WAS IN TWO WARS | HIS HOUSE AN! TALK TO 
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POOR OLD MOGAGAN <e ILL 

BET HE HAS A HUNDRED 

BUMPS ON HIS HEAD WHERE 
HIS WIFE HIT HIM / 
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‘GOOD MORNIN’ MRS. | YES AND NO--HIS  FI-| LISTEN-VIGGS/I WOULDN'T GO YER RIGHT! |k 4! ad HUH’ tT GUESS I'M TOO LATE!” IT 
BUGANBEE HAVE YOu WIFE WAS CHASIN’ NEAR MOGAGAN'S HOLISE-IT’S 'LL POSTPONE | Ai LOOKS AS IF HE LEFT// TO TELL 
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SEEN MOGAGAN HIM WITH A LOAF UI 1A SAD SIGHT TO SEE HIM COMN' | MY viSiT A 
COUPLE OF We) WASTE BREAD LIKE THIS ON HIM" 
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WANTS A TOWEL-HISG. £] HIS WIFE HIT HIM BIRTHDAY // 
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THERE IS A SUDDEN 
INTERRUPTION. 
“OPEN UP. RANTA. 
I WANT FLASH'S 
BODY,” POLON 


TH 
HE 


a 


at 


AS POLON'S ANGRY 
ROARS ECHO THROUGH 
THE VAST PALACE, ZARKOV 
ORDERS: "QU/CK, BACK 70 FANTA'S 
LABORATORY.” FLASH ADDS, “ASRHAPS 
WE CAN DEWSE WEAPONS POWERFUL 
ENOUGH 70 DEFEAT THAT MADMAN.” 
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UNDERS. THEN 
HEARS POLA'S 
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TIEO UP TO A LONELY DOCK /N A SMALL 
SOUTHERN BAY, JEFF BELL, “TROPICAL 
TRAMP"1S SPENDING A QUIET EVENING 
ABOARD HIS BATTERED LAUNCH, WHEN... 
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AN ADVERTISEMENT FOR GILLETTE 


IN THE SERVICE. | 
HEAR HE'S IN LINE 
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FLASH AND ZARKOV 
VAINLY SEARCH 
DR.RANTA'S LABORATORY 

FOR WEAPONS. “7447 CRAZY 
GENUS ALMOST SUCCEEDED 

IN TURNING LIVE ANIMALS 

INTO MIDGETS,“ ZARKOV MUSES. 
"BUT AUS SHVAINKING FRROCESS HAD A 
FLAW AND NOT ONE SURWVED, ” 
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3 eu: Sale ile desi dant Pe ie de ie 
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TAKING A WILD GAMBLE, 
ZARKOY AIMS THE 
TUBES OF RANTA'S SIZE- 
CHANGE MACHINE: TOWARD 
POLON, TURNING ON FULL POWER. 


NEXT week: TINY TERROR 12-25 
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ONLY GILLETTE SHAVING 
CREAMS CONTAIN 1@84, SENSATIONAL | 

FACIAL ANTISEPTIC THAT DESTROYS 
BACTERIA RESPONSIBLE FOR MANY | 
UGLY SKIN INFECTIONS | 


ee 


FOR QUICK, CLEAN, GOOD-LOOKING 
SHAVES... AND MORE OF EM PER BLADE Gillette 
FAR THE KEENEST AND - ian 
NG IN ALL THE LOW-PRICED FIELD. 
MADE TO FIT YOUR GI 
EXACTLY, THIN GILLETTES 
YOUR FACE AGAINST NICKS AND IRRITATION. 
FOR THIN GILLETTES 


in- 


MARYA ~ 


3~ 
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"MAT CERTAIN VIMES, DICK, A NEECLE CN SERVE A MAN BETIE?N 
A GWN. IN MARTICULAR, WHEN OLALIN' WITH REOSKING ... MERZ, 


DISCOVERING THE HIDING PLACE. “WHAT ARE YOU DOING WTH ALL 
TROY THESE ON.” 


THAT SEWING ?” DICK ASKS DANIEL BOONE. 


| “gz BOONE'S RUSE I& COMPLETE. AT NIGHT- 
"A KWIGHT HANDSOME /NOIAN GRAVE FALL HE AND DICK EMERGE FROM THE 
YOU GE! NOW, A 8/7 MORE WALNUT CAVE IN THE POSE OF COUREURS DE 
' WIICE RUBBED ON ANOZ WOULONT BOIS — FRENCH-CANADIAN FOREST THE SEARCHING INDIANS PAY LITTLE HEED TO A MAN AND A YOUTH, BOTH OBVIOUSLY 
ANOW YOU, MYSELF DO VIIAVE SOME RANGERS - WHO HAVE TAKEN ON THE FRIENDLY TO THE FRENCH AND INDIAN CAUSE; FOR THE YOUTH, IN PASSING, CALLS 
KNOWLEOGE OF THE FRENCH LANGUAGE ?” DRESS AND WAYS OF THEIR INDIAN OUT BOLDLY: "LA SRANCE! VWE LE RO/! - FRANCE / LONG LWVE THE KING /* 


DICK NODS. ALLIES... 
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"CAIVT SAY AS HOW IZM ENTOWN ’ OUR TRIP IO QUEBSGEC, LICK. 4U7 1 KRECKOYV 
TRAVEL/N’ AIN'T NEVER FASY.,.” DICK KNOWS IT ISN'T. GENERAL MONTCALM'S 
DICK AND BOONE ATTRACT NO ATTENTION WHEN THEY GET IN A CANOE AND MAKE HEADQUARTERS LIES AHEAD AND ALREADY THEY ARE SURROUNDED BY FRENCH 


FOR THE FRENCH SIDE OF THE MONTMORENC! RIVER..IF THEY WERE BRITISH OR 
AMERICANS, WOULD THEY GO DELIBERATELY INTO ENEMY TERRITORY ? | larocy iernuce- Ge 


HERE? GIMME THAT POLE! 
en ‘ GvPSyY Fist? IL WANTS MY FORTUNE WRITES NOUR FORTUNE ON A 
, BRER RABBIT? f . + eTeMED phar sale TOLD! ——— . 
M\WHUT NOU'FISHIN' FER?/ + | FE! TEM! | oe niet 
. ‘ae ie OF . YOU DON ra OPE = 
W. KETCH ‘EM’ : BUT, HEY. wr ahaa 
Als = : THEY TELLS 4 WANT... a LD 
NOUR aS i 27 TT 
FORTUNE! % pode vee Saisie 
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id ‘ea " 
eee OY Peg ~A 
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“BEWARE OF | L 1S GITTIN' OUTA HERE! J. Mat ~~ bed. 


+. Loe | ) 
SS Se ae E TARRYPIN ! 


1 AIN'T GITTIN’ HOOKED! Ud |Z THANKS Fee ‘\ Ge 


Se 
4 


QUICK! 
PULL IT IN? . bi 
HURRY, : Mee. "ee 6 & iy te Ni oe 
daoad bre Bl a ge 2g; oe =... « = fs rags 
DONT FIB!? £ pe” 3 ~ if mapa SOME REAL \ 
ha Tua : “eget tt FISHIN’, BREK 


J — —_ - 


OH; JACK: \--BUT WE AGREED 
YOU DARLING!) NOT TO BUY 
| WHAT A EACH OTHER 
MIXED UP BEAUTIFUL 1 ANY PRESENTS , 
E WHO HOT-ROO/TERRIBLE’’ WATCH’ £ THIS YEAR YOU DARLING «= 
TIMBER .TESSIE \ WOODPECKER HAS FALLEN / BUT LET'S pase COULDN'T AFFORD YOU DIDN'T BUT YOU 
OUR STATE WITH? MISS ABOUT HoT. ata o 7 ) NEGLECT i AFFORD 
FLYING FORES | + ae 
| WHAT SANTA 


LOOK WHAT WHAT'S BEHIND I'VE NEEDED | IT THOUGHT JUNGLE JOLLY, I 8 
SANTA BROUGHT TH’ TREE’ A ONE EVER | YOU WERE TOO DIDN'T BUY IT-- - | CHRISTMAS, 
ME.’ A PUNCHING NEW BIKEY SINCE OL’ { BROKE To BUY MAYBE YOUR at 
BAG AND A NEW ) HOT-ROD ME A NEW MOMMY PROMOTED 
FOOTBALL ep Na yy SMASHED [ONE / ? 
"os XS : MY OTHER pete 
~—/ - : ONE / 


= (Gaal a 
| av 


\ 


HEY, DAD’/MOM! “AND, SAY--- LOOK, A NEW BIKE.’ \ BUT GEE, DAD/ (GULP,)--GEE aoe mae MERRY 


Uno rAT --IT IS POWERED BY TWo IT IS ONE OF LARGEST FIGHTER 
STUFF --I SAID WESTINGHOUSE J-34 AXIAL AIRCRAFT --- DESIGNED TO FLY 
THAT’S A FLOW JET ENGINES, EACH — AND FIGHT FAR BEHIND 
PENETRATION PACKING 3000 LBS. OF ' ENEMY LINES / 
FIGHTER: THE THRUST’? SPEED, SECRET/ " 
USAF F-90 | 
LOCKHEED / 


: a YC __- THE WIN@ SPAN IS 
News Syndicate Co Ine P LENGTH IS ABOUT 55 PT.” 


N. AMERIC \N T-28 


Poppy ! vou ' HEY! You, T00, 
§ MUSTN’T SAY SO NICE! WHY / YOU'RE BIG MUR-R} LILAC] CUT IT : 
My MERRY | THAT WHERE NUFF ‘To KNOW! 1} # CHRISTMES, 
ms CHRISTMAS! ) MaMaA’LL HEAR! MAMA CRY? ( (T’S’CAUSE We’RE FOLKS~Ho! Hol 


w MERRY Oe SO DIRT POOR! 
mS CHRISTMAS! ITLL MAKE a 


- 


“ips R! on sil Fe cA Tor | a 
@ ‘THERE’S A STAR IN THE SKY! b ay Y p? 3 | re! | ie 
THERE’S A MOTHER’S DEEP PRAYER 4 | - \ : , aaa» “48 + waar ® | 


AND A BABY’S LOW CRY!”(i.c.HoLLand) % @ ? 
2 ¢ 


A BABY ? EIGHT OF “EM! COUNT ’EM ! | | 
Oo 


WELL: WELL: WELL! LET’s AND THIS IS FOR AND A GIFT HO! Ho! Ho! Come, 
SEE, NOW \“HERE’S A BIG ONE YOU, ROSE“AND ONE # MB FOR PAPA AND 1 § MRS. SANTA“OUR REINDEERS 
FOR POPPY AND | ONE FOR MAMA“}| ME * ARE WAITING OFF WE GO To 
IRIS AND LILY | “AHH “AND , THE NORTH POLE«SEE You 


ONE FoR annie! : AGAIN NEXT YEAR ! 
AND FoR SANDY! 


v 
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oe 
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GEE! 1 THOUGHT | WAS GOIN’ ‘To 
MISS CHRISTMAS WITH LENA AN’ 
ROCKY ! BUT IT’S BEEN TH’ BEST 
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OSCAR BOUGHT ee cia 
TURKEY DINNER - 


DID, POPEYE!” 


WE DION’ ACK 
Li<eé WE HAD 


FED ! 


YOU KINDLY !! yrs NOW, 

IF YOu'LL EXCUSE ME— 

| HAVE AN APPOINTMENT! 
; — 


"MM GLAD\] OYE. MY ONLY ee 
YOU . c REGRET |S | a 


SY NS DELICIOUS, MISS¥ WHAT! YOU BOUGHT \/HE SEEMED 
WIMPY A TURKEY \ TO ENJOY 
DINNER, TCO, MR. ) IT, POPEYE!! 
TUTWEILER HE LEFT AS 

SOON AS HE 
FINISHED !! 


DX musT HURRY W 
Py AWAY AS SOON } 
fo FINISH Te 


WIMPY IS GOIN’ 
ALL OVER ‘TOWN \ ATE WITH 
EATING TURKEY | ME TOO ! 


DINNERS WITH F— 
HE'S PROBABLY 
EVERYBODY F% Lome IN BED 
NOW !! 


FIVE DINNERS 
OF TURKEY 


Ki om a5 Ee cm, ae pone e nate? ~ : ee Ag ee ~~ ’ sy 
a ee a sc BES a ae: Boge Pen 


Tay, HERE COMES THE SLEIGH nour 
WIT ' GRANPA PARLOCK DRIVING « yn 
LAS BIG AS LIFE AN’ TWICE ~ 
\ AS NATURAL: 


== — 


YES! YES"! FoR Y THANK YOU 
YOU TODAY KINDLY, MR. 
ON THE House \GEEZILM ‘TIS 
THE TURKEY g/QUITE A RARE 
ISM TREAT, | ASSURE 
, YOu !! 


| SAW ‘IM. HE WILL BE Oxay IF 


HE DON'T FALL SSELE A 
RACE TO 
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GLAD ALL OVER~ AN’ THE 
SLEIGH BELLS SOUND AWFUL 
SWEET ~ JUST LIKE ALOTTA 
LITTLE ANGELS SINGIN’ 5 
PA JINGLE BELLS “~ yet 


ge ge 


TAKE IT EASY~ THAT TURKEY IS So \ 
BiG ITLL SCARE ANNIE AWAY FROM & i 


COULD CRY~A SLEIGH RIDE 
IN DAYTIME IS WONDERFUL~ 


‘CAUSE IT MAKES ME FEEL 


WHY. YOU SWEET LITTLE DARLING! 
YOU'RE EVEN NICER THAN MANDY 
SAID YOU WERE~ LANDS SAKE! 


MR.PARLOCKS MA AN PA IS JUST GRAND~ 
AN' THE DINNER!! ALL SUNDAY DINNERS |S 
SWELL ~BUT THIS WAS THE SUNDAYEST 
SUNDAY DONNER I EVER ATE TOO 


GEE. ZERO~ I WISH EVERY POOR KID COULD HAVE 
SUCH A WONDERFUL HAPPY -GO —LOVELY 
DAY AS I HAD~ 


i i 


a>» » » + +» A td 


ATTENTION | 
ATTENTION ! 
UNIDENTIFIED 
AIRCRAFT, HIGH OVER 
OBSERVATION POST 
TWENTY-SEVEN 


fn 


I HOPE THEY'RE 
NOT OUT IN TH’ 
CHILL SOMEWHAR 


I’M NOT SHAKIN’! 
—NMUST BE YOUR 


QUIT SHAKING, 
JOE— 1 CAN 


¥ 


ve ee 
aed , / 
, 
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D'JEVER NOTICE? 


THEIR PICTURE WY @7 
TOOKEN::- 4 XQ J7Se 


© (CIMON, AUNT EM, 


\ TLL TAKE YOUR 
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. ‘ : 
£ > % See % es “ee 
>. a ee gt oar, ae 
a » Pe  F %, ‘ 
< de 4 
ae x 7” 4 ; 
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| Z — 
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WA oIp you FINISH VW @ 
f 


ANY WORD ON 
STEVIE CANYON 
AN’ DOE REDWOOD 


NOT A THING, 
HAPPY... 


RUNWAYS ARE TOO CLOGGED WITH 
SNOW FOR AN INTERCEPTION 
TAKEOFF... DON’T FIRE FROM THE 
GROUND AND. REVEAL OUR POSITION! 


MAY BE A 
JET JoB! 


VAPOR TRAIL 
—NO ENGINE 
NOISES.—BEARING GENERAL 
DUE SOUTH! CAN’T ALARM ! 
ESTIMATE SPEED! ‘BLACK OUT 


7 THE BASE vo : | AN 


LETS HAVE 


ITS BEEN A LONG 
A LOOK! 


TIME — MAYBE THE 

PILOT HUNTED, BUT 

COULDN'T QUITE FIND 
US... 


ew & 


. ‘ ° 
. MAT RYy 
| m * A\vf 
: . 
4 : ‘ » 


Up ontic gust tis: 
MINUTE THEY'VE BEEN |# 
SUCH SWEET LITTLE’ } 
ANGELS « - - 


Ml 


THE ROLL? . 


HEY—DOESN’T THAT LOOK LIKE 
SLED TRACKS AND LITTLE: 
HOOF PRINTS IN THE SNOW 2 


GONNA BE A” RIGHT BLEAK 
CHRISTMAS WITHOUT ‘EM! 


AIN’T IT JUST 
LIKE THOSE GUYS 
To PULL A BIG 
RAID ON CHRISTMAS! Z 


a a 


YASSIR— I GUESS TH’ 
PILOT HUNTED, BUT JUST 


COULDNT QUITE FIND us! 


.. 
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THE ASHES ° 3 
NEVER DROP 
ON YOUR 

OLD DUDS-:- 


LAWRENCE, 3800 CARPENTER AVE., BRONX, Ny 
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; ae . ‘ 
IVE ME-ALL THE Je Bae. 4 ee = THE MeNUFES ae ar 


IGURES AND ret ‘ oes il Bina b = *. 3 . = INVITED US TO THEIR SORRY, WE CAN'T GO =~ 
nee’ THE = gpl Cc & 2% 7 | kage = BIG FARTY TONIGHT, / 'VE SOME IMPORTANT. 
OUT FOR YOU AT f= Ne 262. | OEAR, = oe WORK TO GET OUT 


tect 


AMI 


IF ] DONT GET THE 2 47 ePr"\ Ge \_ BOSS. ILL GET 

ESTIMATE IN BY KG eaeN > IT READY 

TOMORROW MORNING, JON) 24%. f 7 FOR YOU 
I'M SUNK ue wah 


ITS THE “ELLYS--- ) Ge ewe I'M SORRY | & Ra ge ( TOO BAD HONEY, | | HELLO, DAGWOOD--- 
THEY WANT US ““\ @eq@ive { DEAR BUT | B I NEVER GET 9 @= S445 BUT YOU KNOW | II'VE CHANGED MY 
TO COME iv THEIR Se Ae SY) YOU'LL HAVE] By TO GO OUT = (SA 7. EARNING THE | |MIND ABOUT SUB- 
COUNTRY CLUB’ ~ =) GRY gl. { ANYPLACE . NGS LIVING COMES MITTING THAT 
TONIGHT ° 4% we (XS ee ee mee Of ees |: BOTHER TO WORK 


2) ae aaa 


GG eee : be i Ve, ; Bi — , THEN wat T, AKE Nis | | : ee sn a : oe Ki ee ing S65 Sa ss . <e # 4 OH, DARLIN S. ("NA S O 
‘ ee ty 1 i ts. * y IT'S. TOO ‘es YOU OUT, MYSELF-:- ee 4 \ viral Y : ie £y, i ae 4 A \ EXCIT ED ABOUT YOu “s 
BLONDIE --- “Sh ae 7 oe Pp) |WELL EAT OUT <Se (ae @ (DARLING! THEN lag TAKING ME DANCING ‘7 ~GOOD TO LET 
WONDERFUL NEWS--}? ug. (2) |AND THEN GO >? Eo, — I'LL GET TO os Woe Zo TONIGHT pone 
WE CAN GOTO 2b SR Oa er, | : [DANCING AT - Peep E SS 7 WEAR MYN CW i OO ee SC Ot A CLIN \GE 
ONE OF THOSE a ee ee | |THE BEST SPOT fF : ame | EVENING Diecss,| | wie 8 Riggs A eee N 
PARTIES, AFTER / 47 OR ee oe ee he ee _—- AFTER ALL | 


-— a 


~~" 
‘ 


m wie ® ISHE'S BLOC ‘DE , 
( ' , eM 1 OUT THE BACKS | [AND HE'S ABOUT | ; ee 1 See 
<p ps “ida, YOUR HEIGHT : 
I CHANGED MY MIND 
AGAIN --- I'LL NEEO 
THAT ESTIMATE --- 


DAGWOOD! 


( QuICK- WE'LL DUCK 


ee ee 


f ; . lane hs ag . x . a sy } ¢ / . : : 3 "Pa ; a 4 if 
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Me ES Wiis 


Goo Jos WAVE THE MANNERS OF 
ci AN ABORIGINE! YOU BE POLITE} . | 
TO THE B0S6'S WIFE, OR TLL ¥ 
WHALE YOU WITHIN AN 
INCH | OF YOUR LIFE! 


oe 


tz \1'5 A GOOD 
- T@ THING PAPA LIKES 
bh TO DANCE «««:T 
PUT ON ONE 
OF THESE LC 
PLAYING 


re Acie 1950 PENTAGONS 


L  Scmeuememees: 7 <0, even GREEN 
| PHTAGONS > TOIL SOLD CHRISTMAS DECORATIONS 


OPPOSITE PAIRS TOTAL 180 AT THE ANNUAL CHURCH FAIR 
“A SUBMULTIPLE OF F950” . Granby, Conn, 


The Tartar Tyrant | 


Ne “ee «ie CONQUERED The ing PED 
BALANC CROUEDER of Vinukonda,india ~~ CWITH: BOILING WATER! 

LED Down. A. MOUNTAINSIDE AND HAS REMAINED HE TAUGHT HIS TROOPS To DRINK ONLY 
SPENDED A FEW INCHES ABOVE ATINY TEMPLE BOILED WATER AND THEY ESCAPED THE 
200 YRS. 12-25 | DISEASES. THAT DECIMATED HIS ENEMIES 
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CLAIR TRIPS AND IS KNOCKED OuT. THE LEOPARD SMIEFS GUGPICIOUSLY. JIM CAN'T SHOOT 
Sats FOR PEAR CLAIR WILL BE CLAWED. 


THATS . 
CLAIC / 


I GOT HIM, CLAM. 

YOURE SAFE.,,,.WHAT 

HAPPENED 2 WHERE'S 
MACKS 7 


THE NIGHT > 
BEFORE te 
CHRISTMAS 4 See RS: 


Willar 


Now, Lord \L! 
PLUSHBOTTOM, 
WHERE WILL WE | | | 


97 = PEeKING! 
F\ SHAME ON YOU, 
7 KAYO. MARCH 
a] UPSTAIRS AND 
—~\ GO TOSLEEP 


y 


Kou. 
$3 
y y Vili. . or 


" OH, O.K.?° 

I'D BETTER 
OPEN !T 
BEFORE 
THAT GUY 
BREAKS 


THE GLASS. 


( THANK YOU 

KINDLY FoR 

EXCHANIGING 

| | THE DRUM, sim 

l HOPE | 

HAVEN'T 

INCONVENIENCED 
YOU. 


WELL, I DON'T 
WANT NO DRUM! 


LIF YOU DONT STOP 


at TO EXCHANGE IT 
FOR A SLED 


MY WORD! 
IAM LUCKY 
A TO GET HOME 


HA! DON'T STORY TO ME! 


YOU COULDN'T 
MAKE ME BELIEVE 
YOU GOT IN THAT 

CONDITION 

JUST GETTING 

KAYO A NEW 
SLED 


SAY, PLUSHIE, 

I CHANGED MY 
MIND- NOW 
I WANT A 
BICYCLE. 


NEVER 
wr: 


MERR RY 
CHRISTMAS, 


FOLKS, eeand | 


HE DOGNAPPERS, WHO 
TOLE CHESTER'S DOG, PAL. 


( Ricna Pe tatig: 


7 ‘LL GUIDE YOU 
ALL OVER THE CITY, \ 
MR: SWEN~ SOMEWHERE ] \. 
YOUR EARS WILL Ee 
FIND THOSE CROOKS! Zz * 


1LNAS: $rs The 


to vereht, 


FLOW THIEVES--THEY 


WE'LL PAY 'EM-- 
BUT NOTIN THE 
KIND OF COIN 

THEY EXPECT! 


HOPE TOCOLLECT A 
HANDSOME RANSOM 


THEIR HIDE-OUT MUST BE ON 


THE OUTSKIRTS OF THE CITY 
WHERE A LARGE NUMBER OF 


on 


\ 


\\ wr 
\ 


; AN Sy 
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mR 
NA, 


WE SHOULD MAP OUT A. WA CLEVER % 
PLAN: SEEMS LIKE MOST } BUT 

OF THE EXPENSIV DOGS ROTTEN 
IN TOWN HAVE B EN 


a) 


I HEARD THAT THREE STRANGE 
MEN HAD RENTED THE 
LONG VACANT RUSSEL jy 
ESTATE OUT ON 


’ 

4 

£ 

; ' 
4. . 


BY GOLLY! 


IT'S NOT FAR. 
manos ET) 
Ps c'MON! 4 


ga SCHEME: “ 
; ie 


Wl 
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FROM EACH VICTIM:; DOGS WOULDN'T ATTRACT: if 7 j= ’ Ba 


ATTENTION: WAIT! Oy tag LD 


7 YEP. INEED TARGET \_ ~ "a 
1 PRACTICE « ‘CAN'T <q 
\) 


IT WAS NICE OF DE BOSS TO P-PUT IT AWAY, JOIE= 
GIVE ME DIS ROD FER CHRISTMAS-- IT GNES ME GOOSE-BUMPS! 
WISH SOMEBODY'D COME ALONG~ 

>! NEED ann TARGET Pa Re ” 


IT'S WORTH INVESTIGATING | 
BUT WE'LL HAVE TO =7 
~xtigaig = \ AFFORD TO GET 


RUSTY 


7 


WOULD YOU LIKE TO RIDE 
NER OR BLITZEN ? 


MS 


~~ 
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WHAT GOES 
ON, CHIPPER ? 


HANG ON 


WELL, WELL! IF y 
A TIGHT, CLOVIA. |. 


IT ISN'T CHIPPER 


- AND CLOVIA! 


“S| 


IM DRAWIN’ \ & 4 
rans WSANTA CLAUS.) SJ y | 
. = — _———l 


DON'T FORGET 
TO COME BACK! 


"Twas the night before Christmas in comic strip town. 


The judges 


all pondered, “Who'd wear Santa's crown?” 
Each character there tried his best to show cause 
Why he should be chosen to play Santa Claus / 


The first up was 


¥ ws % a Sg og 
GS ey , >. ae 
a Wi 


ee 


Snufe: 
Scales told hie fav” 


| 
es, 3S one, y “ 
Ne wee that | : 


Ach! Dunder and Blitzen 4 

Der Captain can't mingle 

His black walrus whiskers 

with the role of Kris Kringle 


“ste *e 2 @ © @ ore @ @ Oe Se] Gee * 
" : , e* . . ° ‘- Z 7 * 
. > = A 


The last up was Dagwood, 
As thin as a willow. 


. ee + es % ‘* a a 


—- ~ 


ate ha 


No props hid his Figure — 
Not even a pillow / 


‘THE LONE 
RANGER 


COME ON, SILVER! WE'VE GOT TO 
WARN FORT GURNEY THAT CROOKS 
ARE WEARING ARMY UNIFORMS! 


— — ~ — —— 


FINISH IT QUICK, BOVS! 
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. Set het. ae 
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ee y / : 
Pe a 4 
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pos TAKE OFF THAT MASK 


m= IDENTIFY 


AND = 3 
YOURSELF. Ap 


BA | Ss 
ea GANG OF CROOKS HAS STOLEN/ HAVE. Jes 


ARMY UNIFORMS. CAPTAIN 
=| BLAKE IS TRAPPED 
BY THAT GANG! 


_ > 
a = > ~*~ 
, ~ 4 awa 
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TUT, TUT. I'M NOT GOING 
TO BE TAKEN IN BY 
ANY SUCH STORY. YOU 
WANT ME TO SEND 
MEN WITH YOU 50 YOU 
CAN LEAD THEM INTO 
me ANBUSH! 


leer 


ahs 


ARREST THIS MAN. 
ANO UNMASK HIM! 


A eS TMI ~ die 
8 oy 


Ji. 
a 


‘ 
’ 
7 
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| BARNEY GOOGLE AND 


® 


CUGHAID--witt YE RUN 
DOWN TO TH’ CRICK 
AN’ FETCH AUNT LOWEEZY 
A BUCKET O' WARTER ? 


WHARS YORE EYEBALLS, 
AUNT LOWEEZY ?? 
CAINT YE SEE LUCIFER 


Doe be 


af 


a 


- CAIN T 
LUCIFER 
HE'S WOTHIN' 


BUT A WUTHLESS | [LONG ENUFF 


TO FETCH 


‘re ae 3 . ‘ “t+, J — —] 
sot ve ence / MATAM! ~~ / SAKES ALIVE! 


——— 


a eee 
‘ 


YEP, PAW! THis FRIED CHICKEN, 
MASHED 'TATERS AN’ BLACK- EYED 
PEAS SHORE DO TASTE GOOD 


rYOM! 


Ay, 


FLUNG ME IN TH' 
_» JAILHOUSE ?!! 
<< 


TH’ WARTER, 


HAWG THIEF, 


YE MUST O STOLE 
TA’ JEDGE’S HAWG 
TO GIT THUTTY 


SMACK! SMACK? 
AN' TAKE THIS BREAD AN’ 
WARTER OUT TO LEETLE 
GUGHAID, PAW --- THAT'S 

GOOD ENUFF FER 
HAWG THIEFS 


I JES’ BUSTED OUT, AUNTIE !! 
DISH ME UP A WHOPPIN' BIG 
PLATE O' THEM VITTLES AN’ 
I'LL SKEET FER TH’. BRESH!! 
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THARS A GOOD HIDEY PLACE 
DOWN BY TH CRICK, JUGHAID!! 
AN’ SNITCH ME A BUCKET 
O’ WARTER WHILST YORE 


DOWN THAR 
—F 


MY DOCTORSAYSSHE Feed NOTYET.JUST ) | ONLY WONDERED. JUST SORT 
MOP UP THE THUGGEES. DIANA, (rr | | Must REST. BY THE €( SoRTOF ENGAGED, OF ENGAGED. EH? HMM<WE'LL 
MEANWHILE, SUCCUMBING To FF ifm Sm TyporE. way? | GOTO MY LITTLE PLACE IN gat 


WHAT A UNIQUE MAN THIS PHANTOM sf | | so a COME, TARI, DEAR. | WANT ] 
i YOU TO MEET A FRIEND 


IG§ REFUSED My GIFT OF THE ISLAND. } 
NOBLE , MODEST, STRONG, AMAcEnese POSITION AND FORTUNE, BUT } i> 
HERE AT LAST IS THE (eee 


—— OTe ee Cee 


~ 


rt ’V\y Ww tet & Wwe Wow see 


VAS A FUTURIST a 
EXHIBITIOUM UND DER ' DISS AUT BEADTIF ih 
BUT IT ISS UF DER GOOTNESS'! 

| NWEFER VOULD 


DONKEYS PICTURE ¥ 
VAS HO VORSE DAN LEAST UNBEADTIFUL 
‘é at aeviies pi HAF BELIEFED 


DER ODDERS 


NOW SIT DOWN UND —AIALAYS LIKE ] f° ON MAMA! DOZENS | FP EEEK! DOTS UM INSULT, 
PROFILES, : | OF VOMEM HAD DEIR LAID IF YOUNVAS A « 
CHEUTLEMALM,YOU 


FACE DOT VAY, MAMA, ‘ite og ees | PICTURES DOWE BY 
MALY TIMES | E 
VHISTLER, BUT VERY 


UND DER DONKEY y-~ | 
eR ey be te te { VISHED I'D HADI 
4 Ph ae 'SSTAKER | Ef my PrTcHURE jg 


DERE'S JUST ONE THING AGAINST YA, 
THOUGH---YOU'RE TOO | 


HANOSOME TO BE (7 
A RASSLER 


“4 
aaa ~ 
Pa ~Sey 


GOLLY | WAS 


Ee ee : Me) 
TS SS See “ SS ee « 
: % to Aes 2 4 
oak Pe eer Ate * - 
Ss I , are See ee x 
® . 
oes Le a 
: . . » aR oe — a. te saa SS, x 
ee ~~ ae t. goons oi 5 
a" < . 
’ ’ et. p* K a - Se * . 
A. . 


WELL, IT IS. SOME PEOPLE THINK OAT EVEN 
fm TOO HANDSOME FOR DIS GAME - 


By uss THe MP 
Z ADDRESS Teaey, y 7, : 
parva! oO [GLE 


SEEDS FOUNO ADHERING TO THE TROUSERS 
mm O OF A SUSPECT PROVED TO BE FROM A RARE 

PLANT, FOUND ONLY NINE GARDEN OF THe 

MURDER VICTIM. CONVICTION FOLLOWED, © 


ad 


BUT I DON'T RECOONIZE THIS. 4 ALL DICK SAID IS, “WE'RE HAVING Tr I KNOW IS MR.-MACY SAID HE } . SAM!—YOU’ RE WANT YOU TO , 
Sacee ARS aig NEW TO ae iM ‘A DINNER FARTY AT THIS & WANTED US TO COME TO THIS HERE— AND, MEET MY WIFE, 
ares nyt gy age BUT BAe) ISN'T AS MADDRESS FER DINNER AND SENT ILY'S § MARGE, AND My 
i in ae ea_4 GQUAD CAR ROS US, ae DAUGHTER, JULIE. 


%5 —,> tt : ; o 


l su-suy FIRST, LT WANT YOu 


WHAT IN TARNATION HEY, DICK! TESS! - MERRY YY , 
IS COIN ON??— AND] SOMEONE’S MERRY I'VE GOT ‘\ TO MEET MRsS. 


SME THEM STM Sy 
ee eid f AND CHR e 
ACY? 


RIGHT! I BOUGHT IT’ iTS OURS. DICK TRACY AND TESS TRUEHEART 
OUR NEW HOME. TESS DIDN’T bs LRIEDAT LAST’ I 
EVEN KNOW ABOUT THIS—_Z A=, + CAN'T BELIBVE IT. , 


a 


a : ’ 
Py asTER, MOST OF THE HORSES age \ | BEHOLD masTEee!W THOSE NINE-LIVeD asrs) 
THE ROPES ARE CUT] FROM THE CARAVAN INN! 
CLEANLY— AS BY / THEY MUST HAVE SLIPPED 
1 A KNIFE. Sagi, AMONG US,UNDER COVER 
ae NA OF THE STORM AND MADE 
Wp. ¥ py OY ~<a (Gl DISASTER. ) el 


di 


we 


eR, Af “s ay) RY 


MY EYIEE! WHAT HAS THIS POOR } 
INDUSTRIOUS BANDIT LEADER } CARRIED BEFORE THE STORM. ALREADY 


7 DONE TO DESERVE SUCH A yg LOST. A FEW HAVE BEEN CAUGHT AND , 
M STROKE OF EVIL FORTUNE. BA THOSE WHO FOUND THEM HAVE A 
@ I “2 


: be. STRANGE THING TO SHOW YOU. 
aa a wif a a <7) 


RALLY, MY HILL EAGLES!\ BUT, MASTER, YOURS VY THEN MY FINE MORTAR! WMT ALAS, MASTER. Qe {Evecc! 1 ae 
FOLLOWERG ARE'] |ORDER ITS CREW TO FIRE YWHEN THE HERD Bf |REMAINS. THIS FINE FELLOW FOR WHOM Wi ) RUINED! 4 


WE WILL SWOOP UPON » 2 
| A | UNTIL THAT ROOKERYAND  STAMPEDED OUR FRIENDS ACROSG THE BORDER WiLL J) iG 
Je HILLS, SEARCHING @ | ALL WITHIN IT ARE DUST. P THROUGH THE CAMP. | | PAY MUCH GOLD — THIS ALONE |S MY 4a [es 
Be FOR OUR MOUNTS. meres, iy THE WEAPONWAS| f . ie a 
= > 5 teeeeemee ss \| SS CAST UPON STONE 
AND BROKEN, ff 


pr: 


TERRY, YOU BIG APE, LETS 
BLOW. NOBODY'S SUPPOSED 
TO SEE SANTA CLAUS! 


~~ = 


